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Campbell, Salvucci and 
Citizen Schools are honored 


The BSA Board of Directors voted recently (and 
enthusiastically) to confer these three BSA honors 
this year: 


BSA Award of Honor 
is the 2004 recipient of 
the BSA Award of Honor, the BSA’s most presti- 
gious individual honor 
which recognizes extraordi- 
nary contributions to the 
profession and the commu- 
nity over a significant peri- 
od of time. A recent recipi- 
ent of the Pulitzer Prize for 
Architectural Criticism, 
Campbell is well-known 
locally and nationally for 
his unusually astute critiques of architecture and 
urban design for The Boston Globe and numerous 
other national publications. The BSA Award of 
Honor will be presented to Campbell at the Build 
Boston Design Celebration on November 1 


Honorary BSA member 

has been elected the 2004 Honorary 
Member of the BSA, a special honor reserved for 
an individual other than an architect whose con- 
tributions to our culture and our community 
have been substantial and uncommonly positive. 
Perhaps know best as one of 
the prime movers many years 
ago of the now nearly com- 
plete Big Dig, Salvucci is a 
civil engineer who has long 
specialized in transportation 
issues as an advisor to 
Boston Mayor Kevin White 
in the 1970s and as Gov. 
Michael Dukakis’ Secretary 


of Transportation in the late 1970s and again in 
the same role in the 1980s. He currently teaches 
at MIT and continues to work on major trans- 
and 
ident’s 


portation projects throughout this countr: 


beyond. The BSA is planning a special Pr 
Reception in Salvucci’s honor early in 2005. 


The Commonwealth Award 


The BSA’s Commonwealth Award is being con- 


ferred this year on Citizen Schools, the extraordi- 


nary Boston organization that runs after-school 
and summer programs for children 9-14 years old 
in Boston and elsewhere in the nation. Through 
apprenticeships with local architects and other 
professionals assembled by Citizen Schools, chil- 
dren learn real-world skills, build self-confidence 
and strengthen their connections with their own 
communities. (In the images above, Citizen 
Schools apprentices present their visions for the 


redesigned Charles Street/ MGH station during 
an event hosted by MBTA general manager 
Michael Mulhern.) The Commonwealth Award 
was established in the late 1980s by the BSA spe- 
cifically to recognize extraordinary achievements 
by individuals and organizations other than 
design professionals. The award was presented to 
Citizen Schools at a special event in June. For 
more information, visit www.citizenschools.org. 


| Events 
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Event 

July 1-9 “Women in Design Exhibit” — over 30 boards 

M-E, 9 am-5 pm drawn from the 2003 Women in Design Network 
exhibit at Build Boston are on display (see p. 7) 

July 1-August 31 “New England Architects Exhibit” — the annual 

M-E, 9 am-5 pm Summer photo exhibition of work by New England 
architects (see p. 7) 

July 6, 19 & 23 “Summer Workshops” — the special series of sum- 

8:00-10:00 am mer continuing-education workshops for architects 
and others concludes this month (see p. 3) 

July 9 “Construction Administration Roundtable” 

8:00-10:00 am — the new BSA network for all members and non- 
members interested in construction administration - 
issues (see p. 5) 

July 9-10 “Le Festival International de Jazz” — young BSA 
members and allies head to Montreal for the festival 
(see p. 4) 

July 8 “Conversations on Architecture” — the new 

6:00-8:00 pm monthly series of discussions of design with lead- 
ing young practitioners and educators; this month's 
guests are Sarah Whiting and Ron Witte (see p. 4) 

July 15 “Young Professionals Party” — young BSA mem- 

6:00-8:00 pm bers and allies gather for a special party at Arclinea 
in Boston (see p. 4) 

July 16-18 “Watercolor Workshop” — renowned architectural 
illustrator Frank Costantino reprises his popular 
BSA watercolor workshop (see p. 5) 

July 21 “Bus Rapid Transit” — the inaugural meeting of a 

noon-1:30 pm new BSA/Women's Transportation Seminar working 
group focusing on bus rapid transit (see p. 8) 


Location/Sponsor 
The Architects Building 


The Architects Building 


The Architects Building 


The Architects Building 


Sponsored by the BSA 
Construction Administration 
Network 


Montreal 


The Architects Building 


Arclinea, Boston 


Boston and Gloucester 


The Cecil Group, Suite 840, 
31 St. James Ave., Boston 


Free 


Free 


For registration fees and 
deadlines, see p. 3 


Free but reservations helpful: 
617-951-1433x221 
bsa@architects.org 


For cost and other details, see 


p-4 


For fee and reservation details, 
see p. 3 


For details, see p. 4 


For cost and other details, see 
p- 5 
SS 


RSVP: joharris@cecilgroup.com 
617-426-5050 
SS 


Do you want work? visibility? 


The BSA website (www.architects.org) includes interactive design- 
firm listings. The new online listing format is both an excellent 
resource for clients and others seeking information about BSA 
firms and an interactive internet tool. Easy to edit by firm 
administrators, this new online directory takes advantage of the 
fluid nature of internet publishing to create a resource that is 
constantly changing and current. 


AIA firms and sole practitioners in Massachusetts are encouraged 
to keep their profiles current through the easy update form 
online. AIA firm principals were recently sent information on 
how to update firm listings. If you are not sure of the process or 
have misplaced your log-in information, send your firm name to 


BSA membership director Penny Mitchell at pmitchell@architects. 
org and she will come to the rescue. 


In addition to the AIA firm directory, the new website includes a 
directory of Corporate Affiliate members, a directory of firms 
that do residential and small-commercial design, a 

BSA membership directory and a 
directory of AIA chap- 


ters. 


Summer school for LUs / CEUs 


For architects, there are many ways to meet the man- 
datory state licensing continuing-education require- 
ments and the AIA membership requirements for 
continuing education. The BSA’s Summer Workshop 
Series is one of those opportunities; the series began 
in June and runs through July 23. It is an opportuni- 
ty to add to your professional wisdom and to beat 
the August deadline for state-required continuing- 
education credits necessary to renew your license. 
Here's the remaining schedule: 


& July 6 Air barriers — the Massachusetts details 


& July 19 Introduction to the new AIA Contract 
Document software 


& July 23 The firefighter and the architect 


These workshops begin at 8:00 am at The Architects 
Building (52 Broad St., Boston) and run for two 
hours. The cost of each workshop is $50 ($30 for 
BSA members). For details on registration deadlines 
(typically four working days prior to each workshop) 
and for other registration details, visit www.architects. 
org/summerschool or call/write 617-95 1-1433x221/ 
bsa@architects.org and request the Summer 
Workshop Series registration form. SS 


Prototype project specs on IAQ 
are being developed 


Hard on the heels of its successful national sympo- 

sium on indoor air quality in May (see editor's note 
below), the BSA’s Indoor Air Quality Committee is 
now beginning a series of working sessions to devel- 
op a prototype specifications section for use in proj- 
ect manuals for construction projects of all types. 


The proposed section will include provisions for 
temporary measures required during construction to 
protect IAQ, an overview of restrictions on VOC 
emissions and the presence of other toxic com- 
pounds in construction materials, testing procedures 
for IAQ, submittal procedures and other communi- 
cations protocols, clarification of roles regarding pro- 
tection of IAQ, moisture control during the con- 
struction process, provisions to deal with mold, and 
additional provisions that we assume will be identi- 
fied during this series of working sessions. 


We begin this process at our July 12 lunch meeting 
at the BSA and invite all ChapterLetter readers with 
an interest in these issues to join us as we develop 
what we believe will be a significant resource for the 
building industry. 


To reserve your seat and free lunch on July 12, mem- 
bers and non-members should write/call the BSA at 


bsa@architects.orgl 617-951-1433 x221 no later 
than 9:30 am on the day of the lunch meeting. 


Greta Eckhardt AIA 
Indoor Air Quality Committee 
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Ed. note: The May IAQ Symposium included a dozen 
national experts addressing indoor air quality issues and 
over 100 of our colleagues around the country attended. 
For a five-page summary of the content of the sympo- 
sium presentations and workshops, e-mail Alexandra 
Lee at the BSA (alee@architects.org). 


Whiting and Witte lead new 
design “conversation” 


In the new series of design explorations conceived 
and hosted by BSA president Brian Healy AIA, 
Boston's leading young architects, landscape archi- 
tects, planners, designers and educators gather 
monthly at the BSA to explore the current state of 
architecture. The format is informal conversation 
sparked by a brief presentation by each month's guest 
provocateur. 


The series began in February with a presentation by 
Harvard professor Preston Scott Cohen followed in 
March by Toronto urban planner Ken Greenberg, in 
April by Rodolfo Machado, Assoc. AIA and Jorge 
Silvetti, Assoc. AIA, in May by Sheila Kennedy AIA 
and Frano Violich AIA, and in June by John 
Fernandez. 


On July 8, beginning at 6:00 pm, our guest provo- 
cateurs are Harvard Design School associate profes- 
sors Sarah Whiting and Ron Witte, partners in the 
Somerville firm known as WW; they begin the con- 
versation with a discussion of their design of the San 
Jose State University Museum of Art, a commission 
they received through an international design com- 
petition. 


Reservations are required for each of these 6:00-8:00 
pm gatherings; space is limited. All members and 
non-members are welcome to join us; the $15 fee 
($10 for BSA members and for full-time design stu- 
dents) helps cover the cost of ample food and drink. 
Each monthly gathering is limited to 60 on a first- 
come/first-served basis; reserve your seat now by 
downloading, completing and returning the registra- 
tion form at www.architects.org/emplibrary/ 
GenRegform.pdf. Reservations for the July 13 pro- 
gram must reach the BSA no later than 9:30 am 


on July 8. 


SS and CEUs 


BSA committee/ 
network meetings 
and other events 
provide all architects 
— members and 
non-members — with 
Massachusetts 
continuing education 
credits required 

for licensure; AIA 
members also receive 
AIA Leaning Units. 


All members and 
non-members are 
welcome at all BSA 
meetings and other 
events. 


Paris is BSA destination 


A week-long tour of 2,000 years of Parisian architec- 
ture — from the Gallo-Roman baths and 
gladiatorial arenas of the Left Bank to the 21st-cen- 
tury design of the Champs-Elysées and La Défence 
— is on the schedule for BSA members, friends, col- 
leagues, family and all ChapterLetter readers who 
wish to join us. 


This special tour is being offered twice — the first 
trip is September 10-17 (with an option to remain 
the weekend) and the second opportunity is October 
23-30 (with the same weekend option). The tour has 
been designed for the BSA by Rachel Kaplan, direc- 
tor of French Links Tours in Paris and author of 
Little Known Museums In and Around Paris, and by 
Arthur Gillette, the architectural historian for Paris 
Historique, to remind us why Paris is one of the 
world’s great centers of architecture and why it con- 
tinues to serve as an incubator of exceptional talent. 


Among the tour highlights will be the Art Nouveau 
district of Hector Guimard and the Modernist build- 
ings of Le Corbusier and Mallet-Stevens as well as 
projects by Frank Gehry FAIA, Jean Nouvel, 
Christian Potzemparc, Philippe Starck and Renzo 
Piano. (Pictured above is a glimpse of ave. Rapp’s art 
nouveau delights.) In addition to gatherings with 
some of the leading architects in France and six half- 
days of architectural walking tours, there will also be 
optional visits to Le Corbusier's Villa Savoye in 
Poissy and Louis Le Vau’s Vaux-Le-Vicomte in Brie, 
the castle that inspired Versailles. 


The registration deadline for the September edition 
of this tour is July 1 and for the October edition it is 
July 31. The cost per person is $2,750 plus airfare, 
which the tour organizer will be glad to help arrange 
if desired. For reservation and other details, call/write 
Sally Peabody at 781-391-6183/sally@yourgreatdaysin 
paris.com. With general questions about BSA interna- 
tional tour programs, write Richard Fitzgerald at . 


rfitzgerald@architects.org. “AS 


Film festival, Montreal jazz, and 
Boston party highlight young 
professionals summer 


The BSA network of young building industry profes- 
sionals — led by the Black Architects Forum and the 
Young Architects Network — invite all BSA mem- 
bers and friends to join us for these summer events: 


& Le Festival International de Jazz — BSA board 
member and Black Architects Forum founder Jay 
Lee, Assoc. AIA is organizing the July 9-10 trip 
to Montreal for the 25th annual jazz festival...for 
details, email Lee at jlee@sbra.com and visit 
www. montrealjazzfest.com for more information 
on the festival. 


& Young Professionals Party — Building on the 
success of the young professionals’ Custom House 
party in February and the Metropolis/BSA party in 
May for young designers, the BSA young profes- 
sionals’ network is hosting a July 15 reception at 
the kitchen showroom of BSA Corporate Affiliate 
member Arclinea (10 St. James Ave., Boston)... 
there is no charge but you need to tip us off if you 
are coming so we order enough food and drink; 
RSVP to bsa@architects.org/617-951-1433x221. 
All BSA members and friends and your friends’ 
friends are welcome as we network and check out 
the latest in contemporary Mediterranean kitchen 
design. 


& The Roxbury Film Festival — The sixth annual 
edition of this film festival is August 15-22 and 
the BSA young professionals network will be there 
for the screening of unreleased films, seminars and 
workshops with contemporary movie and televi- 
sion actors. Visit www.roxburyfilmfestival.com for 
details. 


For more information on the network of young pro- 
fessionals, which includes BSA members and a broad 
array of allies who are not members, write Kate 
Miller at the BSA (Amiller@architects.org). For details 
on activities such as this throughout the year, sub- 
scribe to the young professionals news service/YPNet 
at www.architects.org/publications. 
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Residential design network 
gathers monthly at the BSA 


Electrical heat, forced hot-air heat, radiant heat, 
base-board heat, boilers, geo-thermal systems, 
humidification, and everything else you always want- 
ed to know about types of heating systems and 
HVAC systems in general were among the issues dis- 
cussed at a recent meeting of the Residential Design 
Committee. 


This is the BSA network that came together last year 
as the Commonwealth was revising the residential 
building code. The Committee worked closely with 
state building code officials to clarify a variety of 
code issues including the role of architects in resi- 
dential projects. 


In recent months, the group's gatherings have 
focused on a broader range of residential design 
issues, especially issues relating to one- and two-fam- 
ily homes. These gatherings are open to members 
and to non-members as always and, as with all BSA 
committee work, these are excellent opportunities for 
professionals to earn both AIA Learning Units and 
Massachusetts state continuing-educations credits 
required for licensure. 


For more information, write Committee co-chairs 
Mat Cummings AIA (smat@cummingsarchitects.com) 
or Adrien Mercure (adrien@architects2boston.com). 
We gather this month at the BSA at 8:00 am on July 
20; our regular monthly meeting time is third 
Tuesdays at 8:00 am. a) 


CA is focus of new group 


On July 9 a new BSA network gathers to focus on a 
broad range of construction administration issues. 
All BSA members and non-members with an interest 
in CA issues are enthusiastically invited to join us at 
the BSA on July 9 at 8:00 am — we provide the cof- 
fee and bagels. 


Conceived and chaired by Claude Lancome, an 
attorney and executive vice-president of Coast and 
Harbor Associates (owners representatives), the 
Construction Administration Roundtable’s intent is 
to increase the effectiveness of construction adminis- 
tration on all project types. Guest speakers, roundta- 
ble discussions and other approaches favored by 
those who participate in the network will shape the 
group's agenda. Members and non-members are 
urged to join. 


For more information on this effort, members and 
non-members are encouraged to write Lancome 
at clancome@mcecahome.com. 5 


Access official comes to BSA 


On July 21, a special joint meeting of the BSA 
Access Committee and the BSA Codes Committee 
hosts Tom Hopkins, executive director of the 
Massachusetts Architectural Access Board. 


All ChapterLetter readers and friends are welcome to 
join us at no charge for this breakfast gathering at 
8:30 am at the BSA as we explore the way in which 
the Access Board promulgates, amends and hears 
various applications related to the state’s rules and 
regulations governing all public uses in the 
Commonwealth. 


The Access Committee was formed in 2003 to pro- 
vide information to design professionals and others 
on accessibility requirements and laws that affect our 
practices; all BSA members and friends interested in 
these issues are welcome to join us for our free lunch 
meetings on the fourth Wednesday of every month 
(except August). 


The BSA Codes Committee, which addresses a 
broad range of building codes issues, also welcomes 
all BSA members and others to our regular 8:30 am 
breakfast meetings at the BSA on the third 
Wednesday of every month (except August). SS 


Katherine McGuinness, Assoc. AIA., Chair, Access 
Committee and Vernon Woodworth AIA, Chair, Codes 
Committee 


Watercolor workshop is now 


Renowned architectural illustrator Frank Costantino, 
Assoc. AIA leads his biannual BSA watercolor work- 
shop on July 16-18. 


This three-day intensive session, held in Boston and 
(weather permitting) Gloucester, is designed to 
familiarize participants with color palettes, the effec- 
tive blending of colors, and responsiveness to the 
medium on various types of paper. Costantino’s 
approach emphasizes process and experimentation 
with the medium and focuses on both layered wash 
techniques (Beaux-Arts inspired) and looser, direct 
painting methods (plein-air approach). 


Participants’ abilities should include basic drawing 
skills, a comfortable level of familiarity or experience 
with watercolor, and some architectural design or 
interiors background. Weather permitting, the work- 
shop will include a day a field-sketching in 
Gloucester. For registration and other details, write/ 
call Alexandra Lee at the BSA (alee@architects.org/ 
617-951-1433x225). Space is limited and regis- 
tration is on a first-come/first-served basis. 
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Grants available to boost 
public design awareness 


The Boston Foundation for Architecture has issued 
its 2004 request for applications, which is designed 
to elicit proposals that elevate public awareness of 

public planning and design issues. The application 


deadline is August 12. 


The architectural community is joined once again in 
this effort by the engineering community through 
The Engineering Center Education Trust and by the 
building industry leaders represented by the Urban 
Land Institute/Boston District Council. 


For a copy of the application guidelines, visit the 
web at www.bfagrants.org or write/call 


bfa@architects.orgl 617-95 1-1433x221. . 


Richard Green FAIA, Chair 
Boston Foundation for Architecture 


Calls for entries: 
2004 design awards programs 


This year the BSA has been administering a variety 
of design awards programs including a first-time pro- 
gram focusing specifically on higher-education cam- 
pus planning in New England and elsewhere. The 
remaining schedule of this year’s programs is as fol- 
lows: 


*® Unbuilt Architecture — architects, architectural 
educators and architecture students throughout 
the world are invited to submit real or theoretical 
projects to this program (the deadline is July 12). 


* Honor Awards for Design Excellence — the 
annual BSA honor awards program (co-spon- 
sored each year by Poole Professional Ltd. 
and DPIC) invites submissions of projects of 
any type anywhere in the world designed by 
Massachusetts architects and also invites architects 
throughout the world to submit projects built in 
Massachusetts (the deadline is August 2). 


In addition to these design awards programs, the 
BSA administers the annual Build Boston juried 
exhibits by New England architects, interior design- 
ers and landscape architects. The deadline for these 
juried submissions is August 2. 


The calls for entries for all of these programs, with 
detailed guidelines and identification of jurors, are 
on the web at www.architects.org/design_awards_pro- 
grams and are also available from the BSA at 
bsa@architects.orgl 617-95 1-1433x221. 


New housing award 
honors John Clancy 


The John M. Clancy Award for Socially Responsible 
Housing is a new award established by Goody 
Clancy to honor current and long-time firm princi- 
pal John Clancy FAIA. 


The firm, in its recent announcement of this new 
award, noted that it was established to recognize 
Clancy's “creative work in the planning, design and 
construction of multi-family housing for people of 
all types and incomes.” The firm announcement 
notes that over the decades Clancy has designed 
housing for “college students, the elderly, and those 
with limited resources and has done so with care and 
respect and thus has been a significant national influ- 
ence on the creation of successful low- and moder- 
ate-income communities.” 


“It is our goal to recognize and encourage excellence 
in socially responsible urban housing,” the firm 
announcement noted, “by awarding a prize biennial- 
ly to an individual or group that has been the major 
force behind one or more built housing develop- 
ments characterized by excellence in design and exe- 
cution.” 


The award is funded by Goody Clancy and will be 
administered by the BSA. It is expected that the first 
award will be presented in 2005. Details on the 
award will be provided later this year. 


Brian Healy AIA, President 


Women’s work is at BSA 


The BSA’s Women in Design Network's annual 
exhibit at Build Boston last year offered an intrigu- 
ing spectrum of work by women in the profession. 


The exhibit also was on display during the past sev- 
eral months at South Station in Boston, the Boston 
Public Library, Wentworth Institute of Technology, 
the Women at Work Museum in Attleboro, and the 
Massachusetts State House; it includes over 30 pan- 
els and celebrates the act of bringing form to ideas 
and illuminates that which inspires women to create. 


The exhibit now can be viewed in The Architects 
Building gallery until July 9. 


BSA | Jul/Aug 2004 6 


John Clancy FAIA 


Work by New England 
architects on exhibit 


In a series of beautiful, single 20” x 20” photographs, 
the work of New England architects was once again 
the focus of the central exhibit at Build Boston last 
November. That exhibit is now recreated in The 
Architects Building gallery where it will remain on 


display throughout July and August. 


The exhibit reflects the broad range of project types 
designed by New England architects and also reflects 
the work of firms of all sizes in all six New England 
states as photographed by extraordinary architectural 
photographers. 


The exhibit gallery is open typically from 9:00 am to 
5:00 pm, Monday through Friday. There is no 
charge and all are welcome. 


For this year’s edition of Build Boston in November, 
New England architects, interior designers and land- 
scape architects (members of AIA, IIDA, ASID, and 
ASLA and allied associations) are invited once again 
to submit projects for the annual Build Boston jur- 


ied photo exhibits. 


Build Boston is November 16-18 and the entry 
deadline for these juried exhibits is August 2. For 
details, visit www.architects.org/design_awards_pro- 
grams and then scroll down to ‘Build Boston Awards 


and Exhibits’. 
Kate Gilbert Miller, Exhibits Curator 


The BSA and its co-sponsoring organizations often install these exhibits 
elsewhere in the region after Build Boston including a long exhibit of 
the New England architects work every summer as noted above, In 
addition, the exhibit boards are used for educational purposes thanks to 
the energy and enthusiasm of Professor Irving Weiner AIA, a dedicated 
educator at Massasait Community College, who exhibits hundreds of 
these boards throughout his institution, Weiner notes that the students 
are awed and inspired to see real projects as they learn the principles 
of design and strive to design their own projects. One of Weiner's 
exhibits is pictured above. 


Build Boston celebrates 
its 20th ! 


Build Boston celebrates ot* ANNIVE 

F : ‘ s 
its 20th anniversary this % > 
year. Mark your calendar . iss 


for November 16-18. 
The Build Boston pro- 
gram will be online at 
www. buildboston.com in 
mid-July and you will 
receive the hardcopy Build Boston program 
immediately after Labor Day as usual. SS 


New mini-Build Boston focuses 
on residential design 


In April 2005, the BSA and its Build Boston collab- 
orators launch a new, smaller version of Build 
Boston focusing specifically on residential design. 


“Build Boston's Spring Residential Design 
Convention and Tradeshow” is the response to the 
long-term interest of BSA members and allies in the 
New England building industry who have imagined 
an event such as Build Boston with a special residen- 
tial focus. 


While the engagement of architects for residential 
work — particularly one- and two-family homes — 
increases each year, this remains a market in which 
something over 80% of all new homes in this coun- 
try are built without benefit of an architect. One of 
the intentions of this show is to raise professional 
and even public awareness of the roles architects can 
play and do play in residential design projects. There 
will be a special segment of this two-day event at 
which architects are encouraged to bring their cur- 
rent homeowner clients to the show, which will 
include over 200 exhibit booths showcasing residen- 
tial products and materials. 


As in Build Boston itself, the residential offspring 
next April will include two days of intense profes- 
sional-development opportunities/workshops for 
design and construction professionals. 


Mark your calendars for April 6 & 7, 2005 — 
join us for the inauguration of this exceptional 
new BSA service. 


Brian Healy AIA, President 
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What are we 
getting for our 
dues ? 


This ChapterLetter 
feature each month 
highlights one useful 
program/service/ 
activity our BSA dues 
help underwrite. 


This month we draw 
special attention to 
the Young Designers 
Professional 
Development Institute, 
the annual year-long 
intensive training 
program for young 
designers, which 
recently was honored 
by our colleagues 
throughout the U.S. 
(see p. 12). 


This is one more 
significant effort we 
help underwrite with 
our dues. 


Jim Dunn CPA, 
Assoc. AIA 
BSA Treasurer 
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BSA and WTS form bus rapid 
transit group 


On July 21 leaders of the BSA and the Women’s 
Transportation Seminar (WTS) gather for the inau- 
gural meeting of a new Bus Rapid Transit (BRT) 
working group. 


The intent of this new effort is to develop a forum 
of ideas and information about potential applications 
and new technologies associated with bus rapid tran- 
sit that could serve Massachusetts, Rhode Island and 
southern New Hampshire. 


All ChapterLetter readers and friends interested in 
this issue are encouraged to join us for this no-host- 
lunch meeting at noon on July 21 in the offices of 
The Cecil Group (Suite 840, 31 
St. James Ave., Boston). We will 
focus on the identification of 
goals for bus rapid transit and 
the means of publicizing, devel- 
oping and promoting those 
goals through panel discussions 
and other events. 


7 


This effort is being developed 
by BSA board member Steve 
Cecil ALA who will co-chair the 
steering committee along with a representative of 
WTS. To indicate your interest in the July 21 lunch 
meeting, write/call Jonathan Harris at The Cecil . 
Group (joharris@cecilgroup.coml 617-426-5050). WS 


Steve Cecil AIA 


ArchitectureBoston reaches 
over 18,000 readers 


The BSA’s bimonthly magazine is in its seventh year 
of publication. Conceived in 1997 as part of a stra- 
tegic communication plan stemming from the BSA’s 
1996 Long-Range Plan, the first issue of 
ArchitectureBoston was published in June 1998. 


The mission of the magazine is to elevate public dia- 
logue about the built environment and the under- 
standing of the architect's role in building design, 
urban design, public policy-making, regional plan- 
ning, and the entire design and construction process. 
The circulation of ArchitectureBoston was 10,000 
when it was launched in 1998. It was mailed to 
every BSA member (about 4,500 at the time), archi- 
tects throughout New England, other building 
industry professionals, public officials, public librar- 
ies, design school libraries and AIA leaders around 
the country. The circulation increased quickly to 
12,000 and then 16,000 in 2002. With the July/ 
August issue, the direct circulation of 
ArchitectureBoston has topped 18,000. This includes 


over 10,000 architects in New England, metropoli- 
tan New York and across the country. 


The BSA is building on ArchitectureBoston’s contin- 
ued success by investing in market research and a 
redesign to ensure that the magazine is reaching our 
target audiences with provocative and timely content 
that inspires and educates. Stay tuned over the next 
several months as we get closer to the launch of the 
redesigned November/December issue of 
ArchitectureBoston. To explore advertising opportuni- 
ties in the November/December issue, call/write 
Brian Keefe at 781-335-407 2/bkeefe@architects.org. 


Nancy Jenner, Managing Editor 


Susanka and world 
architecture are on the list 


Two special new items have been added to the 
BSA’s credit-card-secure online books and gifts 
store, the e-commerce site complete with auto- 
mated processing and fulfillment services: 


& Home By Design by Sarah Susanka FAIA/The 
Taunton Press, 2004 (subtitled ‘transform- 
ing your house into home’, this new Susanka 
contribution to residential design explores 27 
key concepts that she believes can be applied 
to any home no matter the style or size — the 
process of entering, sequence of places, ceiling 
height variety, layering, enclosure, reflecting 
surfaces and a good deal more; 250pp. and 
scores of beautiful color photos) 
item #422 


& The Phaidon Atlas of 
Contemporary World 
Architecture/Comprehensive 
Edition publ. by Phaidon Press, 
2004 (this oversized atlas — you 
will need a sturdy coffee-table 
— surveys international architecture 
at the beginning of the 21st century 
and includes work recommended by 
architecture critics, curators, jour- 
nalists and practitioners throughout 
the world; the result is 1,000 build- 
ings representing well-known and 
lesser-known architects; 824pp., 
heavily illustrated, and the hardcov- 
er edition measures 12” x 18” and 
weighs 20 Ibs.) item #423 


eT! 


Visit the BSA store at store.architects.org for more 
details on these and 250 other special publications. 


Kevin Neary, Store Manager 
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PHAIDON 


Dialogue XVII: 


Design and Technology 


“Dialogue” is the occasional ChapterLetter column that 
seeks to provoke discussion about issues of significance. 


The annual unbuilt architecture exhibit in The 
Architects Building gallery just ended. As usual, it 
was a remarkable show of interesting and progressive 
design investigations by both new and well-known 
architects. Most striking, perhaps, was the total 
absence of drawings done by hand. Every image cho- 
sen for this exhibit had been created with a comput- 
er. 


The question for today is not whether the computer 
has finally ‘arrived’ as a design tool. Obviously, a 
generation (or more) of architects and designers have 
learned how to represent their ideas using electronic 
media. The question is what this means to us as 
designers. What is gained and what is lost when you 
pick up a mouse or stylus instead of a pencil? Do you see 
things differently when you look into a blank screen 
instead of a blank piece of paper? How much does the 
medium influence the thought process and what differ- 
ence does it make to the product? 


For the purpose of this discussion, we are not con- 
sidering the use of computers for rendering or draft- 
ing. In these instances, the computer is used to illus- 
trate or document something that could have been 
conceptualized in any medium. We should also side- 
step the semantic argument that since the mouse is 
controlled by the hand all drawings are still ‘hand’- 
drawn. The question is: How is designing with a 
computer different from designing with paper and 
pencil, and does this process produce ‘better’ or just 
‘different’ architecture? 


The benefits to designers are dramatic. The ability to 
draw with pencil used to present a high bar of entry. 
The inability to sketch clearly and fluently has led 
many architects away from design to specialize in 
management or construction services. In this regard, 
the computer has been liberating. The ease with 
which we can revise our design work, rotate a form 
to consider it from another vantage point, and 
quickly transmit persuasive visual images is astonish- 
ing. The whole process seems more fluid, more intu- 
itive, even more democratic. 


Not only has the hand been liberated, the imagina- 
tion seems to have been freed, too. Complex and 
non-rectilinear forms that were previously unrepre- 
sentable have been depicted, documented and built. 
One could make a case that this way of seeing space 
has always been present but latent in architecture. 
Now the Berninis, Gaudis and Jorn Utzons of the 
world have less of a struggle against our own conven- 
tions in order to be heard. 


However, just because something can be represented 
more realistically doesn’t mean it’s better. Perhaps 
infinite serial replication, radically non-Cartesian 
‘geometry’, gravity-defying assemblies and the blur of 
materiality into translucency and reflection are better 
left to the imagination. Perhaps an architecture that 
is inexorably linked to a site, to construction and to 
techtonics gains some essential quality from the 
physical act of our drawing. 


After sitting through a virtual pin-up of design work 
produced in electronic media, a colleague of mine 
observed that the computer-generated drawing leaves 
no trace. That is, a visual record of the design pro- 
cess that could inform the process does not exist. 
And without that visual history and without the rig- 
orous formal training in how to represent what we 
see that then allows us to produce this visual record, 
the ultimate quality of our design work will suffer. 


What do you think? How has computer technolo- 
gy shaped design for good or ill? 


As usual, all readers are invited to join this dialogue 
by e-mailing me at mdavis@bos. bergmeyer.com. We 
will publish your responses as space allows in subse- 
quent issues and on the BSA website. You can read 
Dialogues I through XVI and responses to them on 
our website at www.architects.org/publications (click 
on ‘ChapterLetter’). 


Michael Davis AIA, “Dialogue” Moderator 


Grants, fellowships and other 
financial resources available 


The “Competitions/Awards/Grants” column of the 
ChapterLetter (this month on p. 20) has long been a 
feature valued by ChapterLetter readers, many of 
whom have urged the BSA to expand this list of 
financial resources as frequently and extensively as 
possible. 


BSA program directors Mark Ruckman and Kate 
Gilbert Miller took that project on awhile ago and 
have begun to develop a list of scholarships, grants, 
fellowships, and other opportunities for architects, 
students and organizations. The listing includes pro- 
gram descriptions, application deadlines, and contact 
information and can be found on the BSA website at 
www.architects.org, click on ‘Resources for architects’. 
Miller and Ruckman will keep expanding this 
resource and from time to time will host workshops 
and similar events at the BSA to help guide members 
and allies in the use of these resources. To suggest 
additional resources we should add to the web- 

site, write Ruckman at mruckman@architects.org. 
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Architects aid legislators 


On May 4 legislators at the State House welcomed 
65 architects from voting districts throughout 
Massachusetts for this year’s edition of Design 
Professionals Day on Beacon Hill. 


For the past decade, this extraordinary and intensive 
interaction of architects and our state representatives 
and senators has reinforced significantly the role 
design professionals can and do play in the develop- 
ment of public policy in Massachusetts. This half 
day event enabled design professionals and legislators 
to focus on the nitty-gritty issues of school building 
assistance funding, affordable housing legislation, 
smart growth planning for communities in 
Massachusetts and other issues of importance to our 
profession and the communities we serve. 


We also took time to honor Sen. Steven Tolman with 
the AIA Massachusetts/BSA Legislator of the Year 
Award for his instrumental role in securing a seat for 
our profession on the Joint Commission on 
Construction Reform Task Force. Tolman spoke to 
the assembled group on May 4, with great enthusi- 
asm about the role the architectural profession has 
played in the work of the Task Force especially 
through the efforts of BSA member and Task Force 
participant Russ Feldman AIA. 


In the past few years, our presence at the State 
House has been recognized and welcomed through- 
out the year by our legislators. This success is attrib- 
utable first of all to the dozens of architects from all 
parts of Massachusetts who participate in Design 
Professionals Day each year. In recent years the event 
has been managed with extraordinary aplomb by 
Margaret Minor Wood AIA of Leers Weinzapfel 
Associates and John Nunnari, Assoc. AIA of HMFH 
Architects, with significant contributions of time and 
intellectual energy from Erica Olandt AIA of 
DiMella Schaffer and from BSA professional affiliate 
member Marc Demaree P.E., president of Summit 
Geotehnical Consultants. Of special value year after 
year in the organization of this and related events has 
been the invaluable work of our political strategists 
and advisors, former state senator George Bachrach 
and legislative advisor Paul Pezzella. 


We encourage all architects throughout the state to 
consider the value of playing more active roles in the 
political life of our communities and of our profes- 
sion, to join us for Design Professionals Day on 
Beacon Hill next year and, in the mean time, to join 
the AIA Massachusetts/BSA Legislative Affairs Com- 
mittee members at our 8:30 am breakfast meetings 
on the second Tuesday of each month (except 
August) — members and non-members are , 
welcome. “ 8 


George Metzger AIA, Co-Chair 
Legislative Affairs Committee 


ArchitectureBoston gets 
political 


Inspired by the arrival of the Democratic National 
Convention, ArchitectureBoston has focused its July/ 
August issue on the politics of design. 


“Good architects and good politicians are both moti- 
vated by a sincere desire to improve the world,” 
notes ArchitectureBoston editor Elizabeth Padjen 
FAIA. “The built environment affects all constituen- 
cies and architects can often offer solutions that tran- 
scend the turf wars of party politics. Because archi- 
tects are creative, they can provide the fodder that 
politicians need most, second only to votes: ideas.” 


The subject of politics sparked a lively roundtable 
discussion in this issue among architects, lawyers, 
city planners and other players on the civic stage. 


Also in this issue, 
Douglas Foy, secretary 
of the Massachusetts 
Office for 
Commonwealth 
Development, talks 
with Randolph Jones 
AIA, AICP about poli- 
cy-making, zoning 
reform, transit-oriented 
development and what 
“smart growth” really 
means. In “Letter 
from Los Angeles: 
Urban Design and 
Diplomacy,” Martha 
Welborne FAIA 
recounts how one 
architect managed to 
influence the creation 
of a new transit system 
and recast LA’s down- 
town. Other contribu- 
tors to this issue 
include Ted Smalley 
Bowen writing about the politics of green building 
and David Luberoff, who explores the political bril- 
liance that made the building of the George 
Washington Bridge possible. 


ArchitectureBoston is mailed to all ALA members in 
New England and New York and all subscribers 
throughout the nation. For subscription and editori- 
al information, call/write me at 617-95 1-1433x240/ 
psmith@architects.org. For advertising information, 
call/write Brian Keefe at 800-996-3863/ 
bkeefe@architects.org. 


Pamela de Oliveira-Smith, Marketing Manager 
ArchitectureBoston 
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Construction reform is nigh 


In early 2003, 30 years after the landmark construc- 
tion reforms that emerged from the Ward 
Commission, representatives of Associated General 
Contractors of Massachusetts (AGC), the Associated 
Subcontractors of Massachusetts (ASM), and the 
BSA began to meet jointly to discuss ideas for 
improving the public-bidding process in the 
Massachusetts building industry. This collaboration 
of contractors, subcontractors, and design profes- 
sionals was a direct response to general dissatisfaction 
in the industry and among public-agency officials 
with the way in which public construction had been 
managed the past decade or more. 


Later in 2003, the State Legislature created a new 
Special Commission on Public Construction Reform 
“to investigate, study and make legislative recom- 
mendations on the adequacy and efficiency of laws 
and regulations governing public construction proj- 
ects,” an effort that grew in large part from the sig- 
nificant groundwork laid by AGC, ASM, and the 
BSA. The new commission began work in December 
2003 under the leadership of Sen. Diane Wilkerson, 
Rep. Martin Walsh, and Massport co-chair Chris 
Gordon. Russ Feldman ALA, managing principal of 
TBA Architects and co-chair of the AIA 
Massachusetts/BSA Legislative Affairs Committee, 
served on the 19-member commission (a role in 
which Feldman invested almost a day a week for the 
past six months in an extraordinary commitment to 
our profession and the communities we serve). 


On May 4 of this year, during Design Professionals 
Day on Beacon Hill (see story on p. 10), the 
Commission held its last meeting at the State House 
with all members of the Commission agreeing to 
support the entire package of reforms. At a press 
conference in the State House on May 17, legislative 
leaders and Governor Romney’s representatives 
endorsed the Commission's proposals in full and, as 
the ChapterLetter goes to press in mid-June, legisla- 
tive leaders are confident that the construction- 
reform bill as proposed will be voted into law. 


The reform legislation includes these provisions: 


& it would require the State’s Division of Capital 
Asset Management and Maintenance (DCAMM) to 
certify subcontractors as well as contractors begin- 
ning next year; 


& it requires public agencies and municipalities to 
hire a project manager for projects costing $1.5 mil- 
lion or more; 


it requires pre-qualifications of general contractors 
and subcontractors on projects costing $10 million 
or more; 


& it permits the construction-management-at-risk 
(CMR) project-delivery method to be used on build- 
ing projects costing $5 million or more; 


& it permits the design/build project-delivery meth- 
od to be used for horizontal construction projects 
costing $5 million or more; 


& it codifies participation goals for minority- and 
women-owned businesses on state construction proj- 
ects and state-assisted projects; 


® it increases certain thresholds for public bidding 
laws; 


& it eliminates peer-review requirements and applies 
uniform designer-selection processes at the munici- 
pal level; and, 


& the legislation would remove an exemption for 
two building authorities responsible for construction 
at the University of Massachusetts and other public 
colleges, a provision that many believe will make it 
more expensive to build on state campuses, but 
would cut overall costs and improve the state's public 
buildings significantly. 


As with all legislation, this landmark effort is a result 
of compromises among players in the building 
industry, legislators, and others but we believe that 
there is no question that the Massachusetts building 
industry has taken an enormously significant step 
forward to reform public construction in our state. 


Credit for this effort goes to many BSA members 
beginning a decade ago with then Legislative Affairs 
Committee chair Michael Hicks AIA whose passion 
for and commitment to reform inspired our profes- 
sion in the 1990s and led directly to the work of 
Feldman and others currently active in the 
Legislative Affairs Committee and in public con- 
struction in general. In this current effort, Feldman’s 
role on the commission was significantly enriched by 
the work of our Legislative advisors, former state 
senator George Bachrach and Paul Pezzella. 


We believe this kind of effort by the architecture 
profession in Massachusetts is directly related to the 
investment of time and intellectual energy that so 
many architects throughout the state bring to public- 
policy efforts characterized by Design Professionals 
Day on Beacon Hill and by the monthly meetings at 
the BSA with our state senators and representatives 
and their aides. We urge all BSA members and allies 
to consider investing some time in these efforts and 
joining our Legislative Affairs Committee from time 
to time at our breakfast meetings at 8:30 am at the 
BSA on the second Tuesday of every month (except 
August). 


George Metzger AIA, Co-Chair 
Legislative Affairs Committee 
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Russ Feldman AIA 


For more 
information... 


..on the work of the 
Reform Commission, 
the Legislative 
Affairs Committee 

or related issues, 
write Alexandra 

Lee at the BSA 
(alee@architects.org). 


George Metzger AIA 


What is ‘Public Architecture’? 


Among other things, Public Architecture is a new 
non-profit organization based in San Francisco, soon 
to be active in Boston, that is promoting a new 
model of architectural practice that puts the resourc- 
es of architecture more deeply into the service of the 
public interest. i 


Public Architecture’s “1% Solution” is an effort to 
direct 1% of all working hours to matters of public 
interest. Based on a 40-hour workweek, such a 
pledge represents 20 hours per year per person. Were 
all 240,000 architecture professionals in the U.S. to 
make such a pledge, the collective resources would 
be the equivalent of a 2,500-person firm (the largest 
in the world) working full-time for the public good 
an estimated five million hours annually. 


Rather than waiting for commissions, Public 
Architecture encourages design professionals to take 
leadership roles by identifying significant problems 
in their own neighborhoods that require innovative 
research and design; the goal is to address real needs 
and desires that are palpable, if poorly defined, in 
circumstances in which both clients and financing 
must be imagined, sought, and secured in new ways. 


In addition to engaging architecture professionals 
nationwide through its 1% Solution program, Public 
Architecture is currently engaged in pro-bono efforts 
to develop an open-space strategy for former light- 
industrial/mixed-use urban areas, the development of 
a design intervention for common day-labor gather- 
ing places, and a proposal to transform single-family 
suburban home garages into multi-generational resi- 
dences. 


Public Architecture’s first executive director is John 
Cary, Assoc. AIA, one of the co-founders and con- 
tinuing editors of ArchVoices, the web-based news 
and opinion service for young design professionals 
throughout the nation. The BSA was an early philo- 
sophical and financial supporter of ArchVoices and is 
now working similarly with Public Architecture. 


For more information, visit www.publicarchitecture. 
org or email johnc@publicarchitecture.org. 


Do you write ? 


Design professionals and all other ChapterLetter 
readers are encouraged to propose story ideas and to 
propose writers/contributors (including yourself) for 
ArchitectureBoston. Editorial guidelines are available 
online at www.architects.org/publications (click on 
‘ArchitectureBostor’). Suggestions and proposals may 
be e-mailed directly to ArchitectureBoston editor 
Elizabeth Padjen FAIA at epadjen @architects. org. 


BSA young designers program BSH Salen aOOs 12 


honored nationally 


In 1999, BSA Membership Committee chair George 
lakoudes ALA proposed the development of a new 
BSA program that would focus on professional 
development and training of recent architecture 
graduates, interns and other young design profes- 
sionals. Working with the BSA staff and with organi- 
zational management consultant Bil! Ronco, 
Takoudes outlined the structure and substance of 
what became the BSA’s Young Designers Professional 
Development Institute (YDPDI). 


George Takoudes AIA 


Now in its sixth year under Ronco’s leadership, 
YDPDI has been honored by the AIA’s National 
Associates Committee and Young Architects Forum 
with a 2004 Emerging Professionals Program of the 
Year award. The jurors in this national program 
noted specifically YDPDI’s focus on engaging senior 
industry professionals to interact as faculty members 
in this program and also described as “a stroke of 
genius that will pay dividends for years to come” 
YDPDI’s involvement of young contractors in this 
program and in the new BSA/AGC Professional 
Exchange Project, a YDPDI spin-off that provides 
young architects and young contractors with inten- 
sive exposure to each other's working environment. 


Emily GrandstaffRice AIA, a Cambridge Seven 
graduate of YDPDI, nominated the program for this 
national award. For more details on YDPDI and the 
Professional Exchange Project, write Ronco at 
wronco@gatheringpace.com or Richard Fitzgerald at 
the BSA (rfitzgerald@architects.org). 


Dr, William Ronco 


Want a principal or partner? 


If you are seeking a principal or partner for your 
firm, a professional who is already functioning at the 
highest level in his or her own firm, you may wish to 
take advantage of an informal BSA service that 
attempts to help partner-level and principal-level 
professionals connect for exploratory discussions 
about new partnerships, mergers, acquisitions and 
other significant firm changes. For more information 
on this free BSA service, call Richard Fitzgerald at 
the BSA (617-951-1433x232). 


Have you visited lately? 


Are you aware that the BSA’s website changes daily? 
Upcoming meetings and events are rotated on the 
homepage, committees and other networks post 
meeting minutes and agendas regularly, new job list- 
ings and other classified listings are added around 
the clock, and new consultant listings in theGuide 
appear regularly. 


If you haven't visited www.architects.org lately, you 
may be missing information and other resources of 
value to your firm or your career or your sense of 
humor. The website is expansive...but it is also easy 
to navigate and searchable. Among the hundreds of 
pages you might find useful are these: 


& The BSA’s Alien Architects Roundtable has 
assembled some extremely helpful information 
designed to aid foreign-born architects trying to 
obtain a license to practice in this country; visit 
www.alienarchitects.org. 


& The BSA online listings include information on 
a variety of awards, grants, fellowships and 
other opportunities for architects, students 
and organizations; the listing includes program 
descriptions, application deadlines, and contact 
information. The BSA is continually updating 
this list. Please send opportunities or resources for 
architects and students that you may be aware of 
to mruckman@architects.org. 


& Looking for an architect ? a consultant ? a BSA 
member ? The BSA’s online directories are 
constantly updated resources that include links 
to several directories to help you find what 
you are looking for — Architecture firms in 
Massachusetts, Residential and Small Commercial 
Project firms, BSA Corporate Affiliate Members, 
BSA Members, theGuide, and Other AIA 
Chapters. 


& The BSA has a membership category for every- 
one including architects, other designers, building 
industry professionals, vendors, homeowners, 
community activists, students and you. The mem- 
bership page of the BSA website includes infor- 
mation on membership categories, applications, 
benefits and links to member news. If you're curi- 
ous about BSA or AIA membership... or if you're 
a BSA/AIA member and are interested in finding 
out more about member benefits, visit the mem- 
bership page of the website. 


& Are architects and specifiers your customers/cli- 
ents ? The website has two special pages for build- 
ing industry professionals and vendors that 
includes information on special membership cat- 
egories, networking and advertising opportunities. 
The BSA works with vendors to customize mar- 
keting/advertising packages to meet your needs. 


Call/write BSA deputy director Nancy Jenner at 
njenner@architects.org! 617-95 1-1433x227 to learn 
more. 


& Learning By Design in Massachusetts (LBD: 
MA) is the BSA program that pairs design pro- 
fessionals with children and teachers to create 
better understanding and awareness of the design 
and building process. Volunteer designers learn 
as much as their young partners during these 
hands-on workshops. For more information about 
Learning By Design opportunities, visit Learning 
By Design online or call/write program director 
Jan Ham at 508-528-4517//bd@architects. org. 


& The online BSA Store includes AIA Contract 
Documents, guides to Boston, codes resources, 
books on sustainability, diversity, urban design 
and more, BSA hats and city ties, etc. Easy online 
ordering and a searchable listing makes it work. 
By purchasing books and documents through 
the BSA store, you support BSA public educa- 
tion programs including Learning By Design in 
Massachusetts. 


& The continuing education page of the website 
includes information on Massachusetts and AIA 
continuing-education requirements, a professional 
development calendar, and links to continuing- 
education providers. Information for continuing- 
education providers who wish to list events online 
is also available online. 


& If you're looking for a quick way to catch up on 
BSA news and events, visit the website at any 
time. A simple table of contents leads you to short 
articles about BSA activities, industry news and 
helpful resources. 


4 The BSA’s Committee on the Environment 
(COTE) maintains a page on the BSA website 
that includes information on COTE activities, a 
list of resources and meeting notes. 


& The Homeowners page features a handbook for 
homeowners that outlines how to hire an architect, 
what architects do, how to budget a residential 
project, etc. The page also includes a link to a 
directory of ALA members in Massachusetts who 
do residential design and links to related sites. It’s a 
great resource for homeowners and a good market- 
ing opportunity for design firms that do residen- 
tial projects. For information on being listed in the 
directory of residential architects, write/call Pamela 
de Oliveira-Smith at psmith@architects.org! 
617-951-1433x240. A printed version of the 
handbook and directory are also available. For 
free copies for your clients and friends, write/call 
bsa@architects.org!617-951-1433x221. 
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To find any of these 
pages... 


.simply type the 
words noted in bold 
faced type above in 
the search function 
at www.architects. 
org. We are working 
day and night to 
keep enriching the 
BSA website and 
your suggestions/ 
comments/critiques 
are invaluable 
— write to us at 
web@architects.org 


Tell your office manager 


A lunch group of design-firm office managers and 
office administrators meets for lunch at noon on the 
second Thursday of each month at the BSA to share 
information, to benefit from guest speakers address- 
ing specific management issues, to network, and oth- 
erwise to seck ways to improve the management of 
architecture offices. All design-firm office managers/ 
administrators are invited to join us for these lively 
discussions, networking opportunities and free lunch. 
This month we meet at the BSA at noon on July 8 
(we then take August off and resume our monthly 
lunch meetings on September 9 — it is always the 
2nd Thursday of the month). Although there is no 
charge, please call/write 617-951-1433 x221/ 
bsa@architects.org no later than 9:30 am on the day 
of the meeting so we order enough lunch. For more 
information, write Office Management Wizards 
chair Sue Metzinger (swe@bos. bergmeyer.com). 


Tell your IT manager 


Information technology professionals who work for 
design firms meet monthly at the BSA to focus on a 
broad array of shared interests, issues, opportunities 
and problem-solving. We take the summer off and 
resume our monthly meetings on September 8 — 
we always meet on the second Wednesday at noon. 
IF IT is your passion, or just happens to be one of 
the many hats you wear at your firm, there’s some- 
thing for you at these monthly lunch meetings. The 
BSA provides lunch and there is no charge; however, 
to ensure that the BSA orders adequate lunches, 
RSVPs are required by 9:30 am on the day of the 
meeting. Write or call bsa@architects.org!617-951- 
1433x221. Questions? Suggestions? Call/write IT 
Wizards chair Bruce Harrington at 617-482- 
3232/bharrington@margulies.com. 


Tell your financial manager 


On September 28 the BSA Finance Wizards lunch 
group — architecture firm accountants, bookkeepers 
and others responsible for firm finances — gather for 
our monthly meeting at the BSA after our summer 
hiatus. Everyone in one of these financial-manage- 
ment roles in a design firm is welcome to join us; 
BSA membership is not required. We meet at 8:00 
am on the fourth Tuesday of each month (except 
July and August) at the BSA. For more information, 
write Finance Wizards co-chairs Peter Lambert 
(plambert@faiarchitects.com) or Kristen Mobilia 
(kmobilia@bhplus.com). 


Tell your HR manager 


On September 28, the monthly gathering of the 
BSA’s Human Resources Wizards lunch group con- 
tinues its exploration of human-resources practices in 
design firms. This informal and delightfully useful 
gathering of design firm professionals with human- 
resources management responsibilities focuses on 
almost any issue that relates to every design firm's 
most valuable assets — its staff members. We invite 
all design-firm professionals interested in these issues 
to join us at our free lunches on the fourth Tuesday 
of every month at noon at the BSA. We provide 
lunch and there is no charge but reservations are 
required by calling/writing 617-95 1-1433x221/ 
bsa@architects.org no later than 9:30 am the day of 
the meeting. For more information, write Human 
Resources Wizards chair Lennie Murphy at 


/murphy@payette.com. SS 


Tell your marketing and PR 
professionals 


On September 22 (and on the fourth Wednesday of 
every month except July and August), design-firm 
marketing and public relations directors gather for 
breakfast at 8:00 am at the BSA to share ideas that 
enhance architects’ marketing efforts. We focus on a 
specific marketing or public relations issue each 
month and we invite all design-firm marketing and 
public relations professionals to join us this month 
or at any of our monthly meetings; write/call bsa@ 
architects.org/617-951-1433x221 by 9:30 am on the 
day of the meeting to enable us to order enough 
lunch. For more information, write Marketing & PR 
Wizards co-chair Anne Johnson 


(annej@perrydean.com). * S 


Tell your design librarian 


On September 23 design-firm and design-school 
librarians gather for lunch at noon at the BSA to 
compare notes on new library-related technologies, 
practices, trends and related issues of importance to 
everyone with a responsibility for maintaining a 
library for design firms or for an architecture school. 
All librarians who might find this an interesting way 
to share information are welcome to join us. We 
meet at noon for lunch on the fourth Thursday of 
January, March, May, September and November. 
There is no charge but reservations are required so 
we order enough lunch — make your reservation by 
9:30 am on the day of the meeting by writing/calling 
bsa@architects.orgl 617-95 1-1433x221. For more 
information, write Library Wizards chair 


Rhonda Postrel at rpostrel@sbra.com. . 
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The BSA has over 
60 committees and 
networks open 

to everyone in the 
building industry. 
You do not have 

to be a member 

to participate... 
everyone's wisdom 
and curiosity are 
welcome. 


If you wish to be on 
the BSA mailing list 
for one or more of 
these six “wizards” 
groups, e-mail your 
name, firm name, and 
your e-mail address 
to Penny Mitchell at 
pmitchell@architects. 
org and indicate 
which of the wizards 
groups interests you. 


All of these groups 
exist to enable 

those of us who 
share common 
responsibilities in 
design firms to share 
ideas, data on new 
technologies, new 
approaches to our 
responsibilities, and 
in general to use our 
own network to help 
us all do our jobs more 
effectively. 


For more information 
on the dozens of other 
BSA committees and 
networks, visit www. 
architects.org/ 
committees. : S 


100 women celebrate design 


On June 3, the Copley Society of Art in Boston's 
Back Bay was once again the scene of what has 
become an annual gathering of design professionals 
and allies hosted by the BSA’s Women in Design 
Network. 


This annual gathering of architects, landscape archi- 
tects, engineers, interior designers, graphic designers, 
contractors, industrial designers and other design 
professionals is a celebration of the impact women 
have on all the design professions and the building 
industry in general and is also a harbinger of the 
annual Women in Design conference at Build 
Boston. 


This year the 
event was 
organized by 
an exceptional 
group of vol- 
unteers 
including 
BSA profes- 
sional affiliate 
members Kim 
Raymond 
(above left) and Sheila Selby (above right), who co- 
chaired the planning committee that included 
Shayna Adelson, Lisa Barton IIDA, Joan Daniels, 
and Jennessa Durrani. 


This event was made possible by these generous 


sponsors... and in-kind donors... 
Antron Amanda’ Flowers 
Citizens Bank bags by Giovanna 
Lees Carpet Copley Society of art 
Leslie Saul & Associates Four Creations 
Masland Contract Herman Miller 
Mats, Inc. Knoll 

Maharam 

Montage 


Payton Construction 


BSA’‘s credit union serves 
members, colleagues, families 


The BSA’s partnership with Tremont Credit Union 
provides all BSA members, employees, and families 
with access to-all of the services the credit union 
offers — a full range of financial services at costs 
lower than traditional banking services including 
checking and savings accounts, money management 
accounts, auto loans, mortgage and home equity 
loans, 529 College Savings Plans and a good deal 
more. For details, visit www. tremontcu.org or write! 
call info@tremontcu.orgl 800-345-4566. 


Pilling honored by BSA 


John Pilling ALA is the 2004 recipient of the BSA 
Fellows Award for Excellence in Teaching. Pilling, a 
principal of Pilling + Smith Architects, is being hon- 
ored for his contributions as a volunteer faculty 
member at the Boston Architectural Center. 


“The BAC’s close ties to the community of practic- 
ing architects is an essential element of our success,” 
noted BAC president Ted Landsmark, Assoc. AIA, 
“and it is especially gratifying that BSA members 
have recognized the exceptional contributions John 
Pilling has made and continues to make to the edu- 
cational mission of the BAC.” 


This award was established by the BSA Fellows 
Committee in 2000 specifically to honor extraordi- 
nary members of the BAC volunteer faculty. 


BSA Fellows Committee co-chair Tony Tappé FAIA 
presented the award to Pilling, including a $500 
honorarium, during BAC commencement ceremo- 
nies in June. For more details on the award and on 
the Fellows Committee, call Tappé at 617-451-0200. 


Brian Healy AIA, President 


Graduating students enjoy free 
BSA/AIA membership 


For young designers who join the BSA/AIA as stu- 
dents or shortly after graduating from architecture 
school, the benefits of membership includes better 
access to jobs, a richer understanding of the profes- 
sion and an exceptional network of colleagues, men- 
tors and friends. Because we recognize the impor- 
tance of this early connection with the BSA/AIA, 
membership for recent graduates (those who apply 
within one year of graduation) is free for the first 
year. 


Perhaps you know recent architecture school gradu- 
ates or young designers who would enjoy and benefit 
from the BSA/AIA network. Tell them about the free 
and reduced dues, encourage them to call the BSA 
for membership information, remind them that all 
BSA/ AIA programs and events are open to every- 
one, e-mail them a link to the BSA website (www. 
architects.org) and bring them to your next BSA 
committee meeting or other BSA event. They will be 
glad you did...and you will too. 
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Contractors, consultants, vendors and other allies strengthen BSA 


For the past 20 years the BSA has been guided by 
the conviction that the building industry is at its 
strongest when the players — architects, clients, 
engineers, contractors, interior designers, landscape 
architects, consultants and all industry professionals 
— work as one. 


Since 1985 the value of this conviction has been 
underscored by the large number of our project- 
team allies who have become active participants at 
all levels BSA operations and who have become BSA 
Corporate Affiliates, a special membership category 
created specifically to provide our allies with a vehi- 
cle that would enhance project-team collaboration 
on and off the jobsite. BSA Corporate Affiliate 
members have access to all BSA programs and ser- 
vices, are invited to join architects at all BSA profes- 
sional and social events and are urged to participate 
in all BSA committee/task force/network activities. 


Corporate Affiliate members also are highlighted in 
every edition of this chapter letter in a special sec- 
tion of “Fame” (see p. 24), which is further supple- 
mented by a special reference shelf in the BSA office 
for the brochures and other publications describing 
Corporate Affiliates’ products and services. 


BSA President Brian Healy AIA and the BSA Board 
of Directors wish to express our appreciation for the 
enthusiasm with which this membership opportuni- 
ty for allies continues to be greeted. We also wish to 
take this opportunity to identify our allies who are 
currently Corporate Affiliate members: 


A.E. Underhill, Inc. 


Brockway-Smith 
AJ. ste se Ine. r pe Floyd a 
Acente ve Inci sb laa Cambridge Redevelopment 
Adaptive Environments Authority 
Center 7 
Carol R. Johnson Associates 
ADTECH Systems Cavanaugh Tocei Associates 
Advanced Signing 


CCR Pyramid 

Centria Architectural Systems 

Chapman Construction! 
Design 

Clarke Distribution 

Coco Raynes Associates 

Columbia Construction 

Commodore Builders 

Communications Design 


Aerotek Engineering 

Alan Dias Architectural 
Photography 

Allen & Major Associates 

Ames & Gough Insurance 
Agency 

Anderson-McQuaid 

Arclinea Boston 

Arup 


ae) Associates 
euceanien Beng Grau Consigli Construction 
- — Consolidated Brick & 
arr arr sip és 
Building Supplies 
rien oe Consulting For Architects 
lackridge, Ltd. i ? 
Bond Brothers Copley Wolff Design Group 


CostPro 


BR+A Consulting Engineers Crown Point Cabinetry 


Brait Builders 


CWC Builders 

D.E Pray General Contractors 

Daigle Engineers 

Damianos Photography 

Daylor Consulting Group 

Dimeo Construction 

DM Berg Consultants 

Donovan Hatem 

EDIC/Boston 

Edwards and Kelcey 

Elaine Construction 

Engineering Planning and 
Management 

Engineers Design Group 

EnviroScience Consultants 

Erland Construction 

Eustis Enterprises 

EH. Perry, Builder 

Fenestra 

Foley & Buhl Engineering 

Forest City Commercial 
Group 

G. Greene Construction 

GEI Consultants 

Geller DeVellis 

GF Rhode Construction 

Gilbane Building Co. 

GroupComm Systems 

GZA GeoEnvironmental 

HB Communications 

Hodess Building Co. 

Horiuchi & Solien Landscape 
Architects 

Howard Stein-Hudson 
Associates 

Taccarino & Son 

Image to Impact 

International Architects On 
Tour 

International Masonry 
Institute 

J. Calnan & Associates 

J. K. Scanlan Co. 

Jon Roll & Associates 

Judith Nitsch Engineering 

Kanter Troy Orleans & 
Wexler 

Kochman Reidt + Haigh 
Cabinetmakers 

KTA Building Services Group 

Lee Kennedy Co. 

LeMessurier Consultants 

Linbeck 

M. E. O'Brien & Sons 

Marble and Granite 

Marvin Windows and Doors/ 
A.W. Hastings 

McGraw-Hill Construction 

MCSi, Inc./Northern Region 


Media Systems 

Metric Construction 

Metropolitan Restoration & 
Waterproofing 

Microdesk of New England 

Mid-Cape Home Centers 

Midland Construction 

Muckle & Associates 

National Building News 
Service 

New England Concrete 
Masonry Association 

New England Surfaces 

North Atlantic Corp. 

O'Connor Constructors 

Omni-Lite 

Payton Construction 

Pella Windows & Doors 

Perini Building Co. 

Plymouth Quarries 

Poole Professional 

RDK Engineers 

RedVector.com 

RES Engineering 

Richard White Sons 

Robert W. Sullivan Inc. 

Runtal North America 

Ryan Construction 

SEi Companies 

Service Point 

Shawmut Design and 
Construction 

Siegel Associates 

Siena Construction 

Simpson Gumpertz & Heger 

Siren Solutions 

Skanska USA Building 

Souza, True and Partners 

Spaulding & Slye Colliers 

Suffolk Construction 

Syska Hennessy Group 

Tangram 3Ds 

The Reflex Lighting Group 

The Remodeling Co. 

The Whiting Turner 
Contracting Co. 

TMP Consulting Engineers 

Tocci Building Corp. 

Tofias 

United Benefit Services/BCBS 

Van Millwork 

Verne G. Norman Associates 

VHB/Vanasse Hangen 
Brustlin 

Walker Parking Consultants 

Weidlinger Associates 

William A. Berry & Son 

Wise Construction Company 

Yale Appliance & Lighting 
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The industry invests in ArchitectureBoston 


ArchitectureBoston, the BSA’s bimonthly ideas maga- 
zine, is now entering its seventh successful year of 
publication because it is an uncommon resource for 
everyone interested in design and the built environ- 
ment. Exceptionally thoughtful editorial content, 
respected voices, and timely themes are combined in 
each issue with information on products, services, 
publications, and consultants. 


ArchitectureBoston’ advertisers are critical investors in 
the future of the magazine as well as its current suc- 
cess...our advertising partners provide the revenue 
that allows us to publish ArchitectureBoston while also 
providing our readers with information and other 
resources that educate us and enrich our practices. 
To provide details on ArchitectureBoston advertisers, 
we list their websites in the “Index to Advertisers” in 
each issue of ArchitectureBoston and online at www. 
architects.org. As we celebrate ArchitectureBoston’ con- 
tinuing success, we also welcome this opportunity to 
acknowledge our partnership with the current adver- 
tisers listed here. 


American Institute of 
Architects 

ARC/Architectural Resources 
Cambridge 

Arclinea Boston 

Barr & Barr 

Bergmeyer Associates 

Boston Architectural Center 

Brockway-Smith 

Brodeur Window Distributors 

BTEA 

CE. Floyd Co. 

California Closets 

Cambridge Seven Associates 

Campbell McCabe, Inc. 

Carol R. Johnson Associates 

Caron Building Corp. 

Centria Architectural Systems 

Charles River Restoration 


Charles Webb/Cl Design 

Commonwealth Creative 
Associates 

Concept Group 

Connolly & Co. Timber 
Frame Homes 

Consigli Construction 

Consolidated Brick & 
Building Supplies 

Consulting For Architects 

Copley Wolff Design Group 

Crimson Tech 

CSI Chemical Specialties 

Daigle Engineers 

Dakota CAD Services 

Design Advantage 

Dittus Communications 

Donovan Hatem 


Duron Paints 

Einhorn Design 

Erland Construction 

Exsel Adverstising 

Fraser Cedar 

G. Greene Construction 

GPI Models 

Haley & Aldrich 

HB Communications 

HMFH Architects 

Horiuchi & Solien Landscape 
Architects 

Horvitz Communications 

HWB, Inc. 

Image Maker Associates 

Integrated Builders 

Integrated CADD Services 

International Masonry 
Institute 

J@] Materials/Nantucket 
Pavers 

K. S. D, Custom Wood 
Products 

Keyspan Energy 

Konjolka Media 

KRC Marble & Granite 
Contractors 

Larson Associates 

LiteLab Corp 

Loeffler-McConkey Design 

Long Leaf Lumber 

Lucas Stefura Interiors 

lux lighting design 

M. E. OBrien & Sons 

Marble and Granite 

Mare Truant & Associates 

Marvin Windows and Doors/ 
A.W. Hastings 

Mason Works Landscapes 

Microdesk of New England 

Muckle & Associates 

New England Concrete 
Masonry Association 

New England Lab 


Find consultants and products online and in print 


New England Waterproofing 

Noble & Wickersham 

North Atlantic Corp. 

Oldcastle Precast 

Owens Corning 

Payette Associates 

Pella Windows & Doors 

Phantom Screens/Reliable 
Products 

PlanCarrier.com 

Plunkett-Webster 

Pressley Associates 

Purdie Rogers 

Richard White Sons 

Rider Hunt Levett & Bailey 

Sedia 

Service Point 

Shadley Associates 

Shawmut Design and 
Construction 

Silverscape 

Society for Marketing 
Professional Services 

South County Post and Beam 

Staircrafiers Plus 

Stone Source 

Strato Grafix 

The Taunton Press 

The Team 

Thoughtforms 

Timberpeg East 

Tofias 

Tubelite 

Vantage Builders 

VFA, Inc. 

Voigt & Schweitzer 

Walter W. Fredrick Associates 

Water & Fire 

Welch Associated Land 
Surveyors 

Wentworth Institute of 
Technology 

Westbrook Concrete 

Williams Scotsman 


The BSA’s guide to consultants, contractors and 
manufacturers — theGuide — is included in the 
“year-in-review” issue of ArchitectureBoston (January/ 
February 2004). TheGuide is also accessible 24 hours 
a day as a searchable database on the BSA’s extensive 
website (www.architects.org/theguide). If you cannot 
find the consultant or the building product or mate- 
rial you are seeking, let me know and we will try to 
add the appropriate resource to theGuide. 


If you are a consultant, a contractor or a manufac- 
turer or manufacturer's rep interested in being listed 
in theGuide, visit www.architects.org/theguide or call/ 
write Brian Keefe at 781-335-4072/ 
bheefe@architects.org. For questions about or help 
with current ads, call/write me at 617-951- 
1433x240/psmith@architects. org. 


Pamela de Oliveira-Smith, Online Accounts Manager 
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“Chalk One Up for the Arts!” is the annual 
chalk-drawing festival with performances by and 
activities for young audiences; this year it is August 
19 on City Hall Plaza in Boston (the rain date is 
August 20). All arts and cultural groups in the greater 
Boston area are invited to use one of the tables pro- 
vided to promote your own organization, solicit 
membership, sell T-shirts and other items. For more 
information on this annual event, call Grace Madden 
at 617-244-3171. Sidewalk Sam is back! 


Urban conservation and development that 
responds to both local and international concerns is 
the focus of a two-day symposium on July 9-10 at 
Roger Williams University in Bristol RI. 
Representatives of the Getty Grant Program, the Aga 
Kahn Trust for Culture, the World Monuments 
Fund, and the GSA join scholars and private practi- 
tioners in this exploration of the differences between 
international and local urban conservation and devel- 
opment. For registration and other details, call 401- 
254-3649 or 3605 or email saahp@rwu.edu. 


The China Commercial Brief is a biweekly 
online newsletter on China's commercial activities, 
notes recently that China is planning to invest $1.65 
billion to build the Asian Games Village in 
Guangzhou, the host city for the games in 2010. For 
more information, visit www.buyusa.gov/chinalen! 
ccb040528. html. 


“Forty Presentation Questions to 
Rehearse” is the title of an article in a recent issue 
of PSMJ, the Professional Services Management 
Journal. For a hardcopy of this article (available only 
by mail), members in Massachusetts should send 
requests with a 37¢ SASE to Forty/RF, BSA, 52 
Broad St., Boston 02109; readers who are not yet 
members should include a $15 service fee payable to 
the BSA along with the 37¢ SASE. For subscriptions 
to PSMJ, call 617-965-0055. 


“Havana: Photographs by Robert Polidori” 
is the current exhibit at the Peabody Essex Museum 
in Salem. The exhibit was organized by 
ArchitectureBoston editor Elizabeth Padjen FAIA and 
she and ArchitectureBoston editorial board member 
Lee Cott FAIA led discussions of the exhibit in June. 
The exhibit celebrates Cuba's cultural heritage and 
runs through 1/9/05. For details, call 978-745-9500 
x3228 or 3109. 


“High-Performance Design Guide” is the 
title of a new publication focusing on energy-efficient 
commercial buildings. Published by the Vermont 
chapter of the AIA in collaboration with the U.S. 
Department of Energy and other agencies, the guide 
is designed as a tool to help design professionals and 
building owners create better performing, more ener- 
gy-efficient buildings; the guide is organized by 
design phases intended to make it easy to integrate 
performance goals into the design process. (The 


guide also offers HSW continuing-education credits 
for those who read it and take a test included in the 
guide.) For ordering information, write Susan 
Coleman at scoleman @veic.org. 

&: 


Opening a new branch office? A recent arti- 
cle in Principals’ Report, the national practice news- 
letter, is titled “Opening a Branch Office? What to 
Do; What to Avoid”; it explores close to two dozen 
significant issues that a firm should address before 
taking this route. For a copy of the article (available 
only by mail), members in Massachusetts should 
send requests with a 37¢ SASE to Branch Office/RF, 
BSA 52 Broad St., Boston 02109; readers who are 
not yet members should include a $15 service fee 
payable to the BSA along with the 37¢ SASE. For 
subsciptions to Principals’ Report, write 
rcochran@ioma.com or call 212-244-0360. 


The legal pitfalls of design/build is the sub- 
ject of another article in Principals’ Report. Titled 
“As Design/Build Grows, Watch Out for Legal 
Pitfalls”, this article is based on the experience of two 
attorneys who made presentations at the national 
AIA Convention in 2002. The advantages and disad- 
vantages of design/build, licensing and bonding, 
standard of care as a measure of risk, risk-manage- 
ment, and profits are among the issues addressed. For 
a copy of the article (available only by mail), mem- 
bers in Massachusetts should send requests with an 
37¢ SASE to DBX/RF, BSA, 52 Broad St. Boston 
02109; readers who are not yet members should 
include a $15 service fee payable to the BSA along 
with the 37¢ SASE. 
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AIA Documents list 
is revised 


The most current 
AIA Documents 

list and order form 

— including current 
prices for hardcopy 
and electronic 
documents — is 
available on the BSA 
website (www. 
architects.org, click on 
‘Quick-links’) or write, 
call bsa@architects 
01g/617-951-1433x221 
to request your free 
copy or mail/fax you 
name and address 
and request for the 
list and order form f 
hardcopy documen 
for information on 
e-documents to the 
BSA, 52 Broad St. 
Boston 02109/fax 6 
951-0845. 


“Honey, you're sleepworking again.” 


© The New Yorker Collection, 2004; Matthew Diffee from cartoonbank.com. All rights reserved. 


“We're already seeing that technology is in effect decoupling 
work activity from the workplace...[t remains to be seen how 
effective we as a social and psychological organism will adapt to 
group work decoupled from a shared place. Because if and when 
that happens, place will essentially have no revelance to the orga- 
nization... How is it that a group of people can come up with 
ideas that no one of them is capable of coming up with individu- 
ally? That may be the next big challenge for us — to make group 
spaces so compelling that people choose to come to them even 
when it’s possible not to.” — Steelcase innovator David Lathrop in 
a roundtable discussion printed in ArchitectureBoston (Summer 
2000) 


“.. The growth of the last few years has relied on a revival of the 
old method of having workers take home piecework. The real 
technological shift is not in the sphere of productivity but in mak- 
ing the workplace transportable. We have gone from developing 
labor-saving devices to developing labor-delivering devices like the 
laptop, the cell phone, and high-speed residential internet connec- 
tions. The problem is that growth becomes a creature of working 
hours. Firms hit the wall when they can no longer get more hours 
from the people they have or from new recruits. If the failure of 
high-tech firms to find the workers they need triggers a recession 
in the broader economy, we may face a supreme irony: unemploy- 
ment caused by a labor shortage.” — Douglas Green of Vancouver 
WA in The New Yorker (12/11/00) 


“.. architecture vies with dance for the distinction of being the 
smallest niche of the smallest beat of the smallest department in 
most newspapers... The low commitment to staffing and editorial 
space for architecture criticism is alarming in view of the building 
boom that cities around the nation have experienced in recent 
years. Prosperity has stimulated investment in private and public 
architecture. Institutions and municipalities are hiring brand- 
name designers for new projects. Corporations are building tro- 
phy headquarters and retail environments. Architecture has 
become a lynchpin of widespread and often arts-based urban revi- 
alization. Scores of new museums, libraries, performing arts cen- 
ters, beautified ports and downtowns herald the dynamism of 
recent years. In the midst of this efflorescence, however, a majori- 
ty of newspaper readers lacks the benefit of hearing regularly from 
an authoritative local architecture critic...Architecture is the most 
public art form and, curiously, the least subject to public debate. 
In the absence of public discourse over architecture, control of 
new construction inevitably falls into the hands of beauracrats 
and developers... While high-profile architecture is thriving in the 
United States, ...the sprawl of generic construction that is engulf 
ing most communities nationwide underscores the news media's 
responsibility to nurture a thorough critique of the built environ- 
ment.” — an excerpt from “The Architecture CriticlA Survey of 
Newspaper Architecture Critics in America” published by the 
National Arts Journalism Program at Columbia University, 2001 


In an issue of its newsletter a while ago, the Greater Boston Real 
Estate Board asked a few Bostonians if they thought Boston needed an 
architectural icon like Paris’ Eiffel Tower, London's Big Ben, San 
Franciscos Golden Gate Bridge, etc. Here is one response: 


“The thought of charging a gaggle of architects with the task of 
designing an internationally reco; icon on the Central 
Artery is enough to sputter your double-tall mocha cappuccino. 
far better to tend to more sober, worthy tasks like building better 
schools and affordable housing...and yet the notion of a structure 
that transcends the mundane, especially one that exists for no 
other reason than to celebrate civic exuberance, has undeniable 
appeal...Boston already has a reasonable respectable collection of 
beautiful objects...Faneuil Hall, Trinity Church, the Hancock 
Tower, and the Leonard Zakim Bunker Hill Bridge, but these are 
not Boston's true icons. Our icons are the images that can be 
found nowhere else — scenes of Beacon Hill, Back Bay, swan 
boats at the Public Garden, the Esplanade and the Charles River, 
the view of the Financial District from the harbor. Our strength is 


the city itself — the ensemble of structures, not isolated objects. 
We need only look at postcards and opening scenes of Boston- 
based movies and television shows for confirmation...Our civic 
attention should not focus on a self-conscious search for a new 
architectural bauble...Instead let's make sure that the real challeng- 
es before us — the Central Artery surface and the Seaport District 
— measure up to our past achievements. We'll know we've suc- 
ceeded when they show up on postcards.” —Flizabeth S. Padjen 
FAIA, Editor, ArchitectureBoston 


In the June 2003 issue of the ChapterLetter, Peter Kuttner FAIA of 
Cambridge Seven Associates described how his firm was seeking to 
reinforce the value of architectural licensing and the A.R.E. Sometime 
after that, Arch Voices, the independent e-newsletter compiled by and 
for young design professionals, devoted one of its weekly issues to the 


ARE. and solicited young designers’ comments on the exam. A few of 


those comments are reprinted here: 


“Licensure has sort of taken a back seat in the profession in 
general. In some cases, being licensed does not equal being 
skilled... think ‘architecture license’ has become just a footnote 
in most people's architecture careers.” 


“Despite my lack of confidence in IDP and the A.R.E., I'm work- 
ing my way through those steps because I'm committed to design 
and architecture. | think it’s unfortunate that the process leaves so 
many others with a similar passion behind.” 


“In some ways, | feel that the low prestige of the intern out of 
school did a number on my lasting sense of self-worth. | watched 
all my fellow university graduates become ‘engineers’, ‘consul- 
tants’, and ‘project managers’ while I remained an ‘intern’ for five 
years.” 


“The dwindling number of architects is alarming. | think it is in 
the best interest of everyone in the architecture community to rec- 
ognize the problem that statistics raise for the future.” 


“If we can't excite architecture students to pursue a traditional 
architecture career, how can we expect that career to be valued? I 
appreciate the concern that architects need to know a great deal 
about a variety of topics in order to effectively take a design 
through construction. I’m not convinced that the current licen- 
sure process ensures that.” 


“The three-year internship is a joke due to the way an architecture 
firm works. It is difficult to follow one project from start to finish 
and beyond. Getting construction administration experience or 
programming experience is hard when your marketable skills only 
include AutoCAD/drawing.” 


“Lucky for me, I have an extremely supportive firm that will let 
us take days off work to study for the A.R.E. I'm less reluctant to 
start than I might be elsewhere. The quality of intern experiences 
is so hard to gauge but I think simple aggression is the key. To my 
surprise, my actions have initiated more action among my fellow 
interns.” 


“As someone who just went through and completed the process 
the old way, I think it’s a great idea that Texas allows interns to 
take the exam at the same time as fulfulling IDP requirements. 
This prevents a lot of the useless waiting for paperwork to be pro- 
cessed and allows a continuous effort directly towards licensing. 
My darkest hours during this process related to frustration with 
paperwork, so it would have been nice to intersperse paperwork 
efforts with exam studying.” 
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Competitions/ 
Awards/Grants JS 


Boston Foundation for Architecture 
grants; 8/12 appl. deadline (see p. 6)... 
Waterfront Design Awards; 7/16 dead- 
line; www.waterfrontcenter.org |202-337- 
0356... Vetter Windows & Doors design 
competition; cash prizes; 8/1 deadline; 
www.vetterwindows.com... Housing 
Design Competition; Norwalk CT; 8/13 
deadline; competitionadvisor@swinter.com 
...Narrow-lot house design competi- 
tion: 8/31 submission deadline; www. 
livingsmartpdx.com...Soccer! football 
facility design competition; 9/1 reg. 
deadline; www.architectureforhumanityorg/ 
programs/sdc.htm...National AIDS 
Memorial design competition; 11/1 
carly entry deadline; the www.aids 
memorial.org website is scheduled to be up 
in August...Grants for environmental 
activists; 1/15, 5/1 & 9/15 deadlines; 
N.E. Grassroots Environment Fund (802- 
223-4622/info@grassrootsfiund.org) ... 
“Green” grants; Deutsche Bank 
Environmental Grants for non-profits 
tackling urban revitalization and sustain- 
ability issues; rolling deadline; www. cid. 
db.com/community or gary.s.hattem@db. 
com...Graham Fellowship in Design; 
post-grad fellowship at the NEA; 202- 
682-5078 (Kristina Alg) or visit the web- 
site at Attp://arts.endow.gov/learn/jobs/ 
Jobsmenu.hrml...Black female architecture 
scholars and other professional women 
wanted; grants/fellowships of $2K-50K 
for black female scholars pursuing degrees 
in architecture and other professions; 
www.aauw.org and click on ‘fellowships’... 
Lyceum Fellowship for architecture stu- 
dents; www. lyceum-fellowship.org... 
Historic preservation grants; Mass. 
Historical Commission/$300,000; 617- 
727-8470/www.magnet.state.ma.uslsec! 
mhc...Pre-development Assistance 
Program funds to support early-stage eco- 
nomic development projects in Mass.; 
rolling deadlines; 800-445-8030 (Mass. 
Development Finance Agency)... 
Victorian-era buildings awards (exteriors 
or interiors), public places, open spaces, 
etc.); Jack Grinold, 48 Greycliff Rd. 
Brighton MA 02135...AIA Honors & 
Awards programs including the Gold 
Medal, Kemper Award, Whitney Young 
Citation, Honor-ary AIA Membership, 
Design Honor Awards, 25-Year Award, 
Urban Design Awards, AIA College of 
Fellows, Honorary Fellowship, Thomas 
Jefferson Awards for Public Architecture, 
Young Architects Citation, Library 
Building Awards, Institute Honors, 
Architecture Firm Award, Henry Bacon 
Medal, Topaz Medallion for Education, 
Brick in Architecture Awards, Interior 
Architecture Awards, Concrete Masonry 
Design Awards, Cedar Design Awards, 
etc.; deadlines vary; 617-951-1433x221 
(ask for the Annual Awards Schedule)... 
For details on the American 
Architectural Foundation Richard 
Morris Hunt Fellowship and numerous 
AlA-related fellowships and scholarships 
for minorities/disadvantaged individuals, 


professional degree candidates, health 
facilities design, research and other pur- 
poses, including the RTKL Traveling 
Fellowship, call 202-626-7511... 
“ArchVoices”, the superb website for 
young designers, also provides informa- 
tion on scholarships; wwu.archvoices.org 
..-Minority/Disadvantaged Scholarship 
program; annual AIA/AAF Scholarships: 
202-626-7511 (Mary Felber)... 
Architectural grants/fellowships/schol- 
arships resources; the Foundation Center 
Library/Associated Grantmakers of Mass.; 
617-426-2606...Aga Khan Award, 
Program Procedures, 32 chemin des 
Crets-de-Pregny, CH-1218 Grand 
Saconnex, Geneva, Switzerland ($500K in 
prizes; rolling deadlines). ..Student com- 
petitions: programs & deadlines vary; 
202-626-7472 (AIAS); 212-924-7000 
(NIA (02-785-2324x2 (ACSA/Wood 
Products Council); DuPont Benedictus 
Design Competition; 202-628-0448 
(ACSA)... Fulbright grants for architects 
and urban planners; wwe. iie.org/cies, 202- 
686-4000 (fax 202-362-3442)...NEA 
design project grants and individual 
grants/fellowships (up to $20K) for 
designers; 202-682-5437...The 
MacDowell Colony residency for archi- 
tects; 1/15, 4/15 & 9/15 seasonal dead- 
lines; 603-924-3886/tuww. macdowell 
colony.org...Peace Corps assignments 
throughout the world; rolling deadlines; 
www. peacecorps.gov... “ArchitectureWeek 
Calendar” (www.architectureweek.com) 
includes an online listing of design 
competitions...“Competitions” magazine 
reports regularly on design competition 
results; for a subscription, call 502-451- 
3623...Competition websites recom- 
mended by BSA members: www.death 
byarch.com; www. planetizen.comlannounce; 
and www.archiseek.com. 


Workshops/ 
Conferences SS 


Build Boston 2004; 11/16-18; 200 
workshops/award-winning design exhib- 
its/350 product exhibits/14,000 design 
and construction professionals/the awards 
celebration and clients networking extrav- 
aganza; for exhibit, advertising and spon- 
sorship opportunities, call 800-996-3863 
(Brian Keefe)... Negotiation for Senior 
Executives; at Harvard; 7/12-13; 781- 
239-1111 (Julie Dunbar)...Design 
Management Institute seminar on “man- 
aging strategic creativity and innovation” 
(8/12-13); www.dmi.org/seminars... 
International and local urban conserva- 
tion and development conference; Roger 
Williams University International Fellows 
Program, 7/9-10; Hasan Khan 
(hkhan@rwu,edul401-254-3601)...MIT 
Center for Real Estate professional devel- 
opment courses: green development 
(7/15-16), entrepreneurship in the built 
environment (7/19); 617-253-4373/web. 
mit.edu.cre...ADA audio conferences: 
7/20 (ADA update); 8/17 (What makes a 
meeting accessible?); 9/21 (Is my business 
accessible?); for registration details, e-mail 
Kathy Gips (kgips@adaptenv.org)... CEO 


ownership transition forum; 8/15- 

18, Boston; 800-537-7765/617-965-0055 
(PSNJ)...OSHA workshop on design/ 
build (9/14); Wellesley; AGC Young 
tractors series; omalley@agemass.org 
(Micki O’Malley)...Annual waterfront 
conference (economic development, 
design and community revitalization); 
10/14-16, Milwaukee; www. waterfront 
center.org... Historic preservation cours- 
es; through 10/13; Campbell Center, 
Mount Carroll IL; 815-244-1173/www, 
campbellcenter.org...Environmental law 
workshops; Vermont Law School, through 
8/7; www.vermontlaw.edu...Land-use and 
tax policy course; Lincoln Institute of 
Land Policy; www.lincolninst.edu; through 
summer 2004...AutoCAD Certificate 
Program; Wentworth Institute of 
Technology; 617-989-4309...Online 
professional development is available 
through the BSA’s partnership with 
RedVector.com, which offers over 400 
online courses and dozens of home-study 
programs for BSA members and allies; 
visit www.architects.org/ce for details... 
Wentworth Institute professional and 
continuing studies programs; 617-442- 
9010x446,..IIDA New England pro- 
grams: Boston (617-482-3232, Dianne 
Dunnell); Hartford/Springfield (860-659- 
1010x2380, Stevanie Demko); Portland/ 
Portsmouth (207-671-4973, Pam 
Napolitano)... Planning/Zoning Appeals 
Boards training sessions; Citizen Planner 
Training Collaborative; www.umass.edu/ 
massepte 413-577-3642...Zoning clinics; 
every Tues., 8 am-4 pm; Boston Plans & 
Zoning Unit (Sth fl), 1010 Mass. Ave., 
Boston (617-635-5300x1300) ... 
Northeastern University Center for 
Continuing Education Building Design 
and Management courses; 617-320- 
8000...Jewish Vocational Service carcer, 
job-hunting and related workshops; 617- 426-7980 or visit www. 
965-7940... Women’s Educational and greenspacealliance 
Industrial Union career services work- org 

shops and other services on job-hunting 

and other career issues; 617-536-5657... 

BU Program for Real-Estate Studies; 

617-353-3013...Real-estate manage- 


ment courses; www. irem.org. 
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The Greening 
Calendar 


Each year the 
Boston Greenspace 
Alliance publishes a 
wonderful Spring and 
Summer calendar of 
largely free events 
in and around 
Baston including 
everything from the 
Boston Pops to the 
annual chowderfest 
on City Hall Plaza 
and the Children’s 
Carnival and the 
Caribbean Carnival, 
both in Franklin 

Park. For a copy of 
the comprehensive 
calendar, call 617 


Exhibits/Lectures/ 
Tours/Events SS 


BSA exhibits (see pp. 6 & 7)...BSA 
tours to Paris (see p. 4)...Boston By 
Foot's monthly architectural walking 
tours include explorations of the Freedom 
Trail, Victorian Back Bay Literary 
Landmarks, the North End and Boston 
underground; special tours include 
Columbia Point (7/12), “Rogues and 
Heroes: Boston's Political Legacy” (7/26, 
27, 28, 29), Peabody Essex Museum 
(8/7); 617-367-2345..-Harvard 
Commencement Exhibition (6/9-8/11); 
www.gsd.harvard.edulevents...“Maxjetica 
Potre: Urgent Architecture” exhibi 
Visual Arts Center; through 7/11; 617- 
253-4680/ http://web. mit.edullvac... 
Moakley U.S. Courthouse tours; 
through 8/31; 617-748-4185/www. 
discoveringjustice.org...Freedom Trail 
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tours (Apr-Nov; 617-242-564 
Walking tours of Jamaica Plain; Jun- 
Sep; 617-524-5992. ..Historic Shirley- 
Eustis House tours; Jun-Oct, Boston; 
617-442-2275... Museum of Science lec- 
ture series; 617-589-0419...Black 
Heritage Trail (year-round; 617-742- 
5415...SPNEA programs and Gropius 
House tours (year-round); 617-227- 
3956...MIT Museum exhibit of the work 
of Doc Edgerton; 617-253-4405... 
Historic architectural drawings exhibit 
at the Library of Congress; 800-551- 
7328...“The Four Shapes of Boston: 
1630 to the Present” and “The 
Reshaping of Boston: The 
Contemporary City”; two slide-lectures 
on Boston's architectural history available 
to rent (with speaker); 617-367-2345... 
Art & architecture tours of the BPL; 617- 
536-4000x212...Moakley Courthouse 
public tours; first Tues. monthly, 1:00 
pm; Rebecca Ulanoff (617-748-9633); 
docent volunteers are sought for the 
“Discovering Justice” tour program; call 
617-748-9633. 


Community/ 
Professional , 
Opportunities oS 


“Learning By Design in Massachusetts”; 
BSA partnership with school-based pro- 
grams; architects encouraged to call/ 

write njenner@architects.org! 617-951- 
1433x227...Wentworth’s department of 
architecture is secking part-time faculty 
in the areas of building technologies, 
foundation design studies, and upper-level 
design studios; for details, call Bob Gillig 
at 617-989-4491; Wentworth's accredited 
baccalaureate program in interior design is 
also seeking architects and interior design- 
ers to participate in end-of-semester stu- 
dent design reviews; adjunct teaching 
positions are also frequently available in 
studio and technical courses; for details, 
write/call Herb Fremin at freminh@wit. 
edul617-989-4051...Design profession- 
als sought for Boston Learning Society 
seminars in Needham; 781-453-9800... 
Teachers/Practitioners: the BAC is seek- 
ing instructors in the decorative arts, 
wood-frame construction, mechanical/ 
electrical systems, materials, methods and 
contract documents, structures (many of 
these related to the A.R.E.); 617-536-317 
x258...The Boston Museum of Science 
seeks professionals to teach problem-soly- 
ing, computer applications, interdisciplin- 
ary topics, and a variety of other courses; 
call 617-589-0364 (Brent Jackson)... 
Discovering Justice Education Project 


volunteers for its tour program Moakley 
Courthouse in South Boston; 617-748- 
9633/wwwu.discoveringjustice.org. 


Publication 
Opportunities 


ArchitectureBoston, the BSA bimonthly 
magazine; for editorial and advertising 
requirements, call/write Nancy Jenner at 
617-95 1-1433x227/njenner@architects. 
org...North Shore BSA members’ story 
ideas are solicited by John Rockwell AIA, 
the Salem News architecture columnist; e- 
mail your suggestions to rockwellj@wit. 
edu...-American Soul in Architecture is a 
book project currently underway that will 
survey the work of African-American 
architects in the late 20th century; the 
author, Louis Smith, is also writing a 
book on cultural influences that inform 
residential design and is interested in 
hearing from BSA members and others 
who may have projects to submit for pos- 
sible publication in either of these two 
books; for details, write /bsmith@ascent 
designpc.com...Boston Globe architecture 
critic Robert Campbell FAIA is interest- 
ed in hearing from BSA members about 
interesting new architecture, landscape, 
urban design, controversies and other 
news; write Campbell at camglobe@aol. 
com/54 Antrim St., Cambridge 02139- 
1102...Boston Herald architecture critic 
David Eisen is seeking BSA members’ 
work on housing, interiors, urban design, 
great public projects, tiny private retreats, 
etc,; mail non-returnable information to 
Eisen at 119 Braintree St., Boston 
02134... Banker & Tradesman architec- 
ture critic Jeff Stein AIA welcomes story 
ideas; write steinj@wit. edu... Banker 
Tradesman is also secking BSA mem- 
bers to write technical, informational, 
trend and opinion articles for its monthly 
commercial section and its quarterly mag- 
azine, “Structures”; call/write Tim DeFeo 
at 781-641-177 1/timdeféo@yahoo.com... 
International practice is the focus of a 
new now being prepared by Thomas 
Vonier FAIA for John Wiley & Sons; 
Vonier is seeking data on projects abroad 
designed by BSA member firms and oth- 
ers; for details, call/write Vonier at 202- 
387-7600/76646. 1 100@compuserve.com 
by 1/31...Seaside cottages and new 
American or traditional cabins architec- 
ture; examples sought for Rizzoli book; 
for details, write Linda Leigh Paul at 
media@ipns.com; Paul is also seeking 
information on single-family residential 
island architecture (privately owned and/ 
or remote and low density) in the U.S. or 
Canada for another book; email her at 


www.architects.org 


media@ipns.com...BSA members who 
design homes are invited to submit 
designs for a book on “extra-ordinary 
homes” with a focus on built-in conve- 
niences; for details, write/call Carol 
Abrahamson (carol@stockdocs.com/928- 
284-5753 )...BSA members who have 
designed interiors in Arts & Crafts, bun- 
galow, Colonial, Cape Cod or salt-box- 
style homes are invited to submit work for 
a new book by Treena Crochet/ The 
Taunton Press; for details, write 
styleltd@msn.com...“Materiality for 
Design”, a Princeton Architectural Press 
book, is seeking submissions from AIA 
members in Massachusetts; for details, 
write Victoria Ballard Bell at 
vbbell@bellsouth.net... Architects wanted 
to write articles for a fee on high-end 
design with Velux products; write Vibeke 
Rieneck at vir,mac@velux.com... 
Residential projects using copper (by 
BSA members) are being sought for inclu- 
sion in a special coffee-table publication 
of the International Copper Association in 
Argentina and Uruguay; for submission 
information, call David Hunt at 800-448- 
1776x2474... The Classicist, the journal 
of the Institute for the Study of Classical 
Architecture, is seeking papers and/or 
examples of work done in the Classical 
manner; 212-681-2761.,.BSA members’ 
“superb home or living community 
projects” unpublished and less than two 
years old are sought; send color photos, 
floor plans and a project description to 
Susan Barror, Editor, Hanley-Wood 
Publications, Suite 600, One Thomas 
Circle NW, Washington DC, 20005... 
Residential Architect magazine is seck- 
ing BSA members’ residential design 
details for publication; call or write 
Shelley Hutchins (202-736-3407)...BSA. 
members’ home office designs are being 
sought for publication in Home Office 
Computing magazine; for details call 301- 
654-1988/fax 301-654-1994/alvin@al.net 
...idioTEXT design journal invites BSA 
members to submit competition projects 
for publication; 617-482-6958 (Jordan 
Williams)... Places, the quarterly journal 
edited by Donlyn Lyndon, invites submis- 
sions of articles related to sustainable 
design; 718-399-6090 for details... The 
Hardwood Manufacturers Association is 
seeking professional photography showing 
the use of solid U.S. hardwoods in furni- 
ture, flooring, kitchen cabinets, or decora- 
tive woodworking to illustrate in various 
publications the use of American hard- 
woods; call Susan Regan at 412-829- 
0770...Energy-efficient designs are 
being sought for a new book on alterna- 
tive architecture; for details, call Alfred 
Kemper (909-920-9753). 
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More resources 
and opportunities 


The BSA/AIA is 

a resource for 
professional and 
personal enrichment, 
a means for architects 
collectively to create 
an enhanced level of 
professional worth. 
The BSA maintains 

a web page that 
includes information 
on awards, grants, 
scholarships, 
resources for 

career enrichment, 
continuing education, 
resources for your 
practice, and links to 
many publications. 


The listing can be 
found on the BSA 
website at www. 
architects.org, click 
on ‘Resources for 
architects’. 


People & Firms 


BSA President Brian Healy AIA was the 
subject of a recent interview in The Boston 
Globe... HFMH Architects has named 
Doug Sacra a senior associate and Lori 
Cowles AIA, Colin Dockrill, and Maria 
Mulligan AIA have been named associ- 
ates; the firm recently was honored with a 
NESEA Green Building Award for the 
design of The Capuano Early Childhood 
Center in Somerville and a Rhode Island 
Historical Preservation and Heritage 
Commission planning award for the 
Thompson Middle School, which was the 
subject of a recent presentation by Laura 
Wernick AIA at the recent Commission 
conference; Greta Eckhardt AIA 
describes healthy building materials in a 


were guest speakers at the NESDEC and 
AISNE conferences in April (focusing on 
indoor air quality and alternative energy 
sources for schools, smart growth in New 
England schools, and the planning of 
peforming arts centers) and also are guest 
speakers at the July CAE conference in 
Oregon focusing on school design... 
Wendy Riggs-Smith AIA has formed a 
new alliance with Von Grossmann & 
Company... Jeff Brown AIA, RIBA, 
recently retired as a founding partner of 
Dyer/Brown, has formed a new consult- 
ing firm (50 Stoneleigh Circle, Watertown 
02472; 617-744-1668); Dyer/Brown's 
leadership team now includes Roger 
Shepley AIA in Boston, Rob Magie in 
London and Chip Gillespie AIA in the 
firm's New Bedford office... Willy 
Sclarsic AIA has been named senior VP 
for development at The Davis Cos., the 
Boston-based real-estate firm that owns 
The Design Center, Charles River Plaza 
and other properties...Design 
Management Corp. has merged its oper- 
ations with the Philadelphia-based plan- 
ning and design firm known as 
NELSON...ADD Inc's retail design 
approach was described by John Uzee 
AIA at the Brunswick Busini 
Enrichment Conference in Chicago 
recently; the firm hosted a CoreNet Real 
Advantage Program in April on corporate 
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benchmarking and the firm has been hon- 
ored for its envronmental programs by the 
City of Cambridge... David Fixler AIA 
will be the guest speaker focusing on the 
UN building in New York at the 
DOCOMOMO International Conference 
in September... Wilson Butler Lodge, 
now celebrating its seventh anniversary, 
has changed its name to Wilson Butler 
Architects...DiMella Shaffer has been 
honored for its design work by ASU 
(the North Shore CC’s common areas) 
and by the Massachusetts Historical 
Commission (for two prjects, the preser- 
vation of the interior architecture of The 
Foley Senior Residences in Mattapan and 
the historic preservation of the Old 
Norfolk County Jail conversion into the 
Stoneleigh condominiums)... HKT 
Architects’ renovation of Cambridge's 
City Hall Annex, recently cited with a 
Cambridge Historical Commission preser- 
vation award, has been featured in Banker 
& Tradesman, American City & County, 
and Planning...Carter::Burgess reports 
that Doug Benoit PE. and John Rufo 
have joined the firm as, respectively, 
group manager and associate; the firm 
recently was honored with the EMJ Corp. 
retail project award for Waterford 
Commons in Connecticut...ICON archi- 
tecture has announced that Randy Cox, 
Diane Hamilton, and Christopher Urner 
have joined the firm...Steffian Bradley 
Architects’ healthcare design work was 
the focus recently of a presentation by 
Kurt Rockstroh AIA at a Boston confer- 
ence on new healthcare economics and by 
Tom Lam AIA, Enrique Rojas [ALD, and 
Gary Lahey AIA in Harvard's Executive 
Education Seminars program; Ted Staples 
AIA’s article on the new Massachusetts 
energy code appeared in a recent edition 
of Banker & Tradesman’ “Structures” mag- 
azine...Graham Gund Architects’ design 
of the National Association of Realtors 
new building in Washington, DC was fea- 
tured recently in The Washington Post; 
John Prokos AIA led a presentation of 
contemporary architecture for a visiting 
delegation from Atlanta representing the 
Achievement Rewards For College 
Scientists Foundation...CBT reports that 
Chris Pitman, Richard Sears AIA, 


Filippo Soave, Jennifer Blanchette, Martin 
Ulman, Ph ey, Samuel McNutt, 
Rick Greenlee, Lichen Grewer, and Brad 
McCoy have joined the firm, whose work 
has recently been featured in Contract 
magazine (the interior design of the 
Boston office of Foley Hoag), The 
Hartford Business Journal (the design of 
the Hartford Town Square) and South 
Shore Magazine (a residential project on 
Martha's Vineyard)...Cambridge Seven 
Associates’ work was featured recently in 
the Boston Business Journal (projects in 
Kuwait), Banker & Tradesman (an article 
by Peter Kuttner FAIA on campus 
design), and Technology Review (the MIT 
Department of Aeronautics and 
Astronautics project); Dagmar von 
Schwerin CPSM served as a juror for the 
New England Museum Association publi- 
cations competition, David Perry served 
as a Juror for SMPS’ marketing commu- 
nications awards program, and Peter 
Kuttner FAIA has been named chair of 
the BAC Membership and Nominating 
Committee...Symmes Maini & McKee 
reports that David Stone ITDA has 
rejoined the firm's interior design group; 
Martine Dion AIA was the guest speaker 
ata recent Suffolk Construction forum on 
sustainable design; Ara Krafian PE. has 
been elected to the board of dir 
CoreNet's New England chapter and 
Marie Fitzgerald was appointed CoreNet’s 
vice-chair of special events; the firm's stafF 
recently donated its time to support the 
Citizen Schools apprenticeship program... 
Goody Clancy reports that Iowa State 
University professor/author Jamie Horwitz 
Ph.D., an environmental pyschologist, has 
been selected as the firm's first Summer 
Faculty Fellow (she will use Goody 
Clancy projects, particularly research facil- 
ities, as case-studies for her investigation 
of the interplay between architecture and 
health); the firm has been honored by the 
Congress for the New Urbanism for its 
work on the Oak Hill mixed-income 
housing project in Pittsburgh and the 
North Allston Neighborhood Strategic 
Plan in Boston; David Dixon FAIA and 
Jean Carroon AIA led workshops at the 
AIA Convention in June on, respectively, 
creating 21st-century neighborhoods and 
commissioning facility manage 
ment; Dixon, Herb Nolan ASLA 
and other Goody Clancy staffers 
are writing several chapters of an 
APA book on planning and urban 
design standards; firm staff mem- 
bers were recently volunteers in an 
elderly Hyde Park residence repair- 
ing and repainting project admin- 
istered by Rebuilding Together 
Boston... Kimo Griggs AIA intro- 
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Former MIT senior 

projet manager John 
Rivers AIA (above) has 
joined The S//A/M 
Collaborative as prinicpal 
and leader of the 
Cambridge office 


O'Sullivan Architects 
reports that Thomas 
House (above) has joined 
the firm 


@ 


Tom Scarlata AIA 
fabove) and Mark 
Glasser AIA (below) have 
been named principals 


at Bargmann Hendrie + 
Archetype 


Steffian Bradley Architects has announced these promotions. 
(top, left to right) Alicia Caritano AIA and Mary Silveria AIA 
(principals), Joe Sirkovich AIA (senior associate) and Heather 
Baxter (associate) and also has announced that (bottom, left to 
right) Thomas Lam AIA has joined the firm as a senior associate 
and Leno Filippi AIA and Susan Moran have joined the firm as 
associates 


duced a new furniture line — ‘Fetch!’ — 
at the International Contemporary Fair in 
New York City in May (visit www.kimo- 
griggs.com)...Carole Wedge AIA, the new 
president of SBRA, was the subject of the 
cover story in recent issue of Boston 
Womens Business...Recent issues of Banker 
& Tradesman have included architecture 
critic Jeff Stein ALA’s article on the new 
additions co the Harvard University 
Science Center by Leers Weinzapfel 
Associates and an article on the new 
addition to the South Shore Conservatory 
in Hingham by CBT...Kathryn Crockett 
AIA was the subject of a recent feature in 
the Worcester Telegram & Gazette focusing 
on her role as president of AIA 
Massachusetts and a leader in the recent 
AIA Massachusetts/BSA Design 
Professionals Day on Beacon Hill event 
(see p. 10)... The 5/04 issue of 
Architectural Record includes Robert 
Campbell FAIA’ essay on ethics and 
playfulness in architecture and also fea- 
tures the Soldier Field project designed by 
Wood + Zapata...In recent issues of The 
Boston Globe, Robert Campbell FAIA 
writes on the work of Kallmann 
McKinnell & Wood (the new University 
of Massachusetts/Boston campus center), 
Charles Rose Architects (the Shapiro 
Center at Brandeis), and also reviews the 
recent PBS documentary on the Golden 
Gate Bridge...In other recent issues, the 
Globe featured the work of Moshe Safdie 
and Associates (the Boston History 
Museum proposal for the new Rose 
Kennedy Greenway), Mostue & 
Associates (the new education center 
linking the First Church of Roxbury and 
the Putnam Chapel parish house), 
Steffian Bradley Architects (the pro- 
posed Malden Common project), ADD 
Inc and Primary Group (the Hampton 
Inn in Boston's Crosstown Center), 
Group One (the new Onyx Hotel in 
Boston) and, in The Boston Globe 
Magazine, the design of their Truro home 
by Martha Pilgreen AIA and Michael 
Hays and Pill-Maharam Architects 
(residential work on Cape Cod)...Next 
Phase Studios has been honored by 
NESEA and by AIA New Hampshire 
with green building awards for its role in 
the design of the Genzyme Center with 
Behnisch, Behnisch & Partner...Mark 
Hutker & Associates’ residential work is 
the cover story in the summer issue of 
Beautiful Homes Magazine and is included 
in a new book by Robert Knight, A House 
on the Water/Inspiration for Living at the 
Water’ Edge... The Stubbins Associates’ 
work was the subject of presentations by 
Ron Ostberg AIA at the SCUP confer- 
ence in Quebec and by Scott Simpson 
FAIA at the CEO Conference for A/E/C 
Building Design and Construction on 
mergers and acquisitions and at the AIA 
Convention in June...Jung/Brannen’s 
design of the State Street Financial Center 
was the cover story in a recent issue of 
Banker & Tradesman's “Structures” maga- 
zine, which also included an article by 
Neil Middleton AIA on “value-added 
design”; Gwen Erskine, Bob Onofrey 
AIA, Duncan Pendlebury AIA, and 


Patrice Cormier were honored recently for 
their pro-bono design contributions to the 
renovation of the Victory Program's facili- 
ty in Boston. 


New Work 


HMFH Architects’ recent and current 
work includes renovations and additions 
to Wayland HS, a conversion of an unoc- 
cupied floor i dormitory for tutors at 
Boston’s MATCH School, masterplanning 
for a new global learning center at 
Providence Country Day, programming 
for St. Bernard Parish School in Rhode 
Island, the new Benjamin Franklin 
Charter School in Franklin, and consult- 
ing services designed to inculcate sustain- 
able design in Urban Edge’s development, 
design, construction, and maintenance 
processes; the firm recently completed a 
survey of trends in science facility design 
at independant schools and the findings 
are available at www.hmfh.com...1CON 
architecture's recent and current Boston- 
area housing work includes Columbia 
West affordable-housing, the Brookside 
artists’ live/work project, the Egleston 
Crossing mixed-use affordable-housing 
project, the Maverick Gardens mixed- 
income waterfront project, the Morville 
House high-tech energy-efficient residen- 
tial project for seniors in the Fenway/ 
Symphony Hall area, and the West 
Broadway family housing project...Next 
Phase Studios is currently working on a 
sustainable design renovation and addi- 
tion to the Mount Pleasant Home in 
Jamaica Plain...Monastero & Associates’ 
recent and current work includes a new 
store prototype for Stride-Rite’s shoe- 
BUZZ in Millbury, a new Mark Jacobs 
store on Newbury Street, and dining-hall 
renovations at the University of 
Massachusetts/Dartmouth, .. Tsoi/Kobus 
& Associates has completed work on the 
major new addition to Boston College 
HS...Jung/Brannen is designing a new 
showroom in Boston for Donghia 
Furniture/Textiles...Ann Beha 
Architects’ recent and current work 
includes a new visual and performing ats 
center at Simon's Rock College of Bard 
and a masterplan for the future develop- 
ment of California's Huntington Library, 
Art Collections and Botanical Gardens... 
Cambridge Seven Associates’ recent and 
current work includes the expansion and 
renovation of Boston's Children’s 
Museum, the design of new exhibits at 
the Federal Reserve Bank of Cleveland, 
the new Woodward Athletic Center at 
Westfield State College, new corporate 
HQ exhibits for New Balance in Boston, 
and hotel renovations for the Royal 
Sonesta in Cambridge, the Back Bay 
Hilton, and the Radisson Hotels in 
Boston and in Manchester NH...Graham 
Gund Architects’ recent and current 
work includes the feasability study and 
schematic design for a new art building at 
the University of Massachusetts/Amherst 
and a new vacation home in Vermont... 
CBT's recent and current work includes 
renovations and an additon to 


Middlebury College's Starr Library, a mas- 
terplan and design guidelines for boutique 
hotel and convention center districts in 
San Juan, residential condos in 
Cambridge’s North Point, and an addition 
to the South Shore Conservatory in 
Hingham... Prellwitz Chilinski 
Associates’ recent work includes a one- 
stop student services center at 
Northeastern University, renovation and 
repositioning of the Curry Ballroom at 
Northeastern, a masterplan for improve- 
ments to the Hammond Campus Center 
and Library at Fitchburg State College, 
renovation of the dining area and servery 
at Cornell's Trillium Dining Hall, and the 
new Stone Harbor luxury-condos com- 
plex in Bristol RI...Goody Clancy is 
designing the restoration of Richardson's 
Sever Hall at Harvard...Symmes Maini 
& McKee is providing design services in 
association with Trammell Crow for 
Sovereign Bank's New England loca- 
tions...Flansburgh Associates’ recent and 
current work includes a masterplan for 
the Brookstone School in Georgia, the 
new Northeast Elementary School in 
Waltham, and new high schools Auburn 
and Lawrence...Siemasko + Verbridge 
recently renovated, repositioned and 
added a silo to the barn of a landmark 
tree farm in Beverly...Steffian Bradley 
Architects has completed work on 
Baystate Health System's D'Amour Center 
for Cancer Care in Springfield... HKT 
Architects’ current work includes designs 
for a new public-safety facility for the 
town of Holbrook and a new and renovat- 
ed special-ed facility for children and 
young adults at the Judge Rotenberg 
Center in Canton...ADD Inc's recent 
and current work includes the addition 
and renovation to Bryant College’s Koffler 
Communications Center and the renova- 
tion of the school’s student center in 
Smithfield RI, corporate interiors projects 
for ISM and for Aspen Specialty (both in 
Boston), new offices/manufacturing 
space/R&D for Cytyc in Marlborough 
and, with design architects Office dA and 
Stegman & Associates, RISD’s new stu- 
dent residences on Westminster Street... 
TRO/The Ritchie Organization is cur- 
rently designing the new Fourth Avenue 
parking deck at the University of 
Alabama/Birmingham... William Wilson 
Associated Architects has completed 
work on the new two-building science 
complex at UNC/Chapel Hill... 
Spagnolo/Gisness & Associates’ current 
work includes ISO New England's new 
corporate office facility in Holyoke, a 
transit-oriented development at the 
Woodland MBTA Station in Newton, a 
state-of-the-art training facility and office 
building for Viega USA, and the 
Severance Hall dormitory at Wellesley 
College... The Architectural Team's cur- 
rent work includes the conversion of and 
additon to St. Aidan’s church in 
Brookline, a new Monfort St. apartment 
building in Brookline, and the new 
Northside Village apartment building for 
seniors in Dennis... Donham & Sweeney 
has completed work on the new Binney 
Street residential complex in east 
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Kay Grady Whitefield 
AIA (above) has been 
named director of 
architectural services in 
Flansburgh Associates 
New Jersey office and 
Dwight Bessette (below) 
is the new business 
development/community 
relations manager in the 
New Jersey Office 


The Jones Payne Group 
reports that James Kubat 
AIA (above) has earned 
his LEED accreditation 


Lee Kennedy Co. VP Mike 
Boyle (above) recently 
accepted a group 

safety award from The 
Massachusetts Safety 
Council 


Cambridge...Perry Dean Rogers/ 
Partners’ recent and current work 
includes new libraries for LaGrange 
College and Daemen College, the renova- 
tion of and addition to the library at The 
Citadel and a new Center for Academic 
Excellence at the University of Arkansas/ 
Fayetteville... The Stubbins Associates’ 
current work includes renovation of 
Millennium Pharmaceuticals facility in 
Kendall Square and renovations of 
Maersk’s HQ in New Jersey. 


Corporate Affiliate 
News 


G. Green Construction’s recent and cur- 
rent work includes renovations of the 
Beverly Hospital cardiology department 
with Steffian Bradley, pathology lab and 
office renovations at the University of 
Massachusetts Memorial Medical Center 
in Worcester, cafeteria renovations at 
Holmes Hall at Fitchburg State College 
with Helene-Karl Architects, the NStar 
Service Center in Southboro, the 
Stanhope Children’s Park for John 
Hancock in Boston, and the plaza deck 
replacement for the Spaulding 
Rehabilitation Center...Spaulding & 
Slye Colliers is providing CM services 
for Cytyc’s new HQ facility i 
Marlborough and is providing tenant- 
improvement services for numerous proj- 
ects including Dynogen Pharmaceuticals’ 
offices in Waltham and NASD's offices in 
Boston (both projects with Visnick & 
Caulfield) and, with Bryer Architects, the 
Tibco office at 4 Cambridge Center, 
Cogent Research in Cambridge, Deltek 
Systems in Cambridge, and the Whole 
Foods Market on Cambridgepark Drive 
in Cambridge...Commodore Builders’ 
recent and current work includes the ren- 
ovation and fit-out for Third Sector New 
England in Boston with SMMA, the 
office expansion and building reposition- 
ing projects for Lightbridge in Burlington 
with Bargmann Hendrie + Archetype, 
relocation and expansion projects for 
FLIR Systems in North Billerica and inte- 
rior renovations for H & K Insurance 
(both projects with Design-Science)... 
Copley Wolff Design Group’s recent and 
current work includes analyses of 
Dorchester Common and Eaton Square 
in the Meeting Hill neighborhood of 
Boston, preliminary masterplans for both 
Garrison and Rollins Parks in Concord 


NH; firm projects and principals recently 
have been featured on the PBS 
“Innovation” series (the fiber-optics tech- 
nology used in the fountain renovation 
for the First Church of Christ, Scientist in 
Boston, a project also feature in Landscape 
Architecture magazine), the Discovery 
Channel's “Seven Wonders” series and 
Boston Channel 5's “Chronicle” (the 
firm's collaboration with EDAW on the 
CA/TP Wharf District parks design); 
Lynn Wolff recently served as a juror for 
the SMPS marketing executive of the year 
awards program...Dimeo Construction’s 
recent and current work includes the 
Daniel Hand HS in Connecticut with 
Jeter Cook & Jepson, Salem State 
College's new residence hall with 
Bergmeyer Associates, The Hope Club 
renovations and additions in Providence 
with L.S. Walsh Architects, The Mark 
Twain House in Hartford with Robert A. 
M. Stern Architects, the South County 
Hospital renovations in Wakefield with 
Taylor & Partners, the Wesleyan 
University Memorial Chapel and ‘92 
Theater historic restorations in 
Connecticut with Robert Olson + 
Associates, the Women & Infants 
Hospital renovations and new facilities in 
Providence with Rothman Partners, Pfizer 
lab projects in Connecticut with 
S/LIA/M, the Edwards & Angel Law 
Offices fit-up in Providence with Benefit 
Street Design, the Peerless Building 
mixed-use development with Durkee 
Brown Viveiros & Werenfels, Lawrence 
Memorial Hospital’s Pequot Health 
Center addition and new surgery center 
with TRO, and the Maverick Gardens 
housing project in East Boston with 
CWC Builders and ICON architecture; 
Derek Manier recently joined the compa- 
ny as senior project manager...Gilbane 
recently provided PM services for the 
John Eliot Elementary School in 
Needham and the company was recently 
honored with CMAA New England's pro- 
gram management excellence award for 
the company’s work on the Boston DND 
schools project...Elaine Construction 
Co.'s recent and current work includes the 
CBS Broadcasting Studio for the DNC in 
Boston with Bargmann Hendrie + 
Archetype, and CM services for the reno- 
vation of MIT’s Lees Lab with Perry and 
Radford, the office renovations for 
Intersystems with Douglas Okun & 
Associates, the renovation of the 
Devonshire Residence in Boston with 
Costas Kondylis & Partners and Citizens 


A.J. Martini Inc. has announced that (above, left to right) Peter Stimmell has 
joined the company as an estimator and Robert Miller and Joseph Kenick have 


received their LEED certification 


Bank branches in Attleboro and Easton 
with DRL Architects; Robert Baker Jr. has 
joined the company as project manager... 
Macomber Builders is currently building 
Emerson College's new campus center and 
residence hall on Piano Row in Boston... 
Beals and Thomas’ recent and current 
work includes housing projects in 
Cambridge with ADD Inc, Boy 
Architects and Mostue & Associates 
MITRE Center with The Stubbins 
Associates, and the Lawrence General 
Hospital emergency department with 
Lavallee/Brensinger; the company, which 
is celebrating its 20th anniversary, reports 
that George (Gerry) Preble PRE. has been 
elected VP and Richard Kosian PE 
earned his LEED accreditation 
Advanced Signing’s recent and current 
work includes interior signage projects for 
Alexandria Real Estate Equities’ locations 
in Lexington and Watertown, interior sig- 
nage with Heritage Property Investment 
Trust and Fox Relocation Manag: 
for the 131 Dartmouth Street fac’ 
Boston and with Spaulding & Slye 
Colliers on various signage projects for 
100 CambridgePark Drive, the American 
Student Assistance facility in Boston, and 
230 Third Avenue in Waltham...C.E. 
Floyd Co. has completed golf and locker- 
room building construction at The 
Country Club in Brookline with Amsler 
Woodhouse MacLean and conference- 
room renovations at Phillips Medical 
Systems in Andover...Payton 
Construction’s recent and current work 
includes R&D renovations for Boston 
Scientific in Marlborough, complete 
building renovations for the State Street 
Bank branch in Quincy, and build-out of 
lab space at Northeastern University; the 
company also reports that Ted Nevells 


. has 


(senior project manager), James Belmonte 
(project superintendent), Allan Hodges 
(project manager), Michelle Bent (recep- 
tionist), Frank Wilson (field engineer/ 
assistant project superintendent), Micah 
Shook (assistant project manager), Sean 
Harrington (estimator), James Casale 
(senior project manager), Harry (Jay) 
Martin (MEP superintendent), Justin 
Aubuchon (estimator), and Newman 
Flanagan Jr, and Michael Landry (field 
engineers/assistant superintendents) have 
joined the company...Bond Brothers has 
completed the multi-phase renovation of 
the Harvard Faculty Club with Burt Hill 
Kosar Rittelmann...Columbia 
Construction Co.'s recent and current 
work includes renovation of the Benjamin 
Healthcare skilled-nursing facility in 
Boston with Heym Dowds and Neeman, 
renovation of the Cross Country Services 
Group offices in Medford with Margulies 
& Associates, office renovations for Sun 
Life Financial in Wellesley, lab and office 
renovations at the BU Medical Center, 
renovations of the Allandale condos in 
Chestnut Hill with Simpson Gumpertz 
& Heger, and guestroom renovations at 
the Fairmont Copley Plaza with CBT... 
Carol R. Johnson Associates’ recent and 
current work includes site restoration with 
Finegold Alexander + Associates at histor- 
ic Goodhart Hall at Bryn Mawr College, 
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DM Berg Consultants 
has announced the 
promotion of William 
Barry PE. (above) to 
associate in the firm 


Skanska USA reports 
that safety and 
environmental director 
Jane Beaudry Guerette 
CSP/CHST (above) has 
been honored with the 
Labor/Management/ 
Construction Safety 
Alliance's Volpe-Eagan 
Construction Safety 
Award 


Spaulding & Slye 
Colliers reports that 
superintendent Roger 
LeBoeuf, construction 
manager William 
DePippo (above), and 
assistant construction 
managers Kevin Graham 
and Brian Walsh (below) 
have joined the company 


interior planting design for a new office 
building desgined by CBT for Parcel 7 in 
downtown Boston, site and construction 
services with Steffian Bradley Architects 
associated with the new Winchester 
Hospital emergency department expan- 
sion, planting and irrigation plans as a 
consultant to Davis Brody Bond on site 
perimeter upgrades for the U.S. Mission 
in Ge masterplan for the renova- 
tion of the town of Braintree’s historic 
Town Hall mall, and site design of the 
second neighborhood in the Ericson 
Retirement Communities’ Linden Ponds 
ng community in Hingham... 
GZA is celebrating its 40th anniversary... 
Richard White Sons is building Wel 
College's Wang Campus Center wich 


the Clapp Library renovations at Wel 
with SBRA...A.J. Martini Inc.'s recent 
and current work includes tenant build- 
out for The Colony Group in Boston 

with ADD Ine, restoration of the Lowell 
House bell tower at Harvard with CBI, 
renovation of Cole Hall at UNH/Durham 
with Lavallee/Brensinger, adaptive reuse of 
an old mill building into affordable hous- 
ing for families in transition in 
Portsmouth NH with Burnell-Johnson 


Architects and, with Spagnolo/Gisness, an 
addition to and renovation of York Ford 
in Saugus and renovation of Severance 
Hall at Wellesley College...Shawmut 
Design and Construction has completed 
Cross Pens’ first retail store located in 

ard Square and designed by Hacin + 
.-Midland Construction 

ent and current work includes 
branch renovations for Sovereign Bank, 
demolition for Chubb at On 
Center in Boston with The ronments 
Group, office renovations for The Cypress 
Group in Boston and tenant improve- 
ments for Loomis Sayles with Design 
Management...Geller DeVellis’ re: 
and current work includes exp: 
renovation of two skilled-nursing 
t Longmeadow and Hampden for 
mus Cos., a new art building at 
the University of Massachusetts/Amherst 
with Graham Gund Architects, and a fea- 
sibility study for the Wayland Public 
Library with Lerner Ladds + Bartels; Deb 
Michener and Scott Landgren have been 
named senior associates and Dave 
Nardone, Rebecca Bachand, and Andy 
Truman PE. have been named associ- 
ates...Linbeck‘s recent and current work 
includes office fit-out for GenPath 


nancial 


Pharmaceuticals with The Stubbins 
Associates and phase-three renovations to 
the historic Groton School chapel with 
Pfeufer Richardson Architects...Lee 
Kennedy Co.'s recent and current work 
includes offices for Smith Barney in 
Boston with GDS, fit-out for The 
Hartford Group in Boston with Visnick 
& Caulfield, and tenant fit-out for Modus 
ja International in Waltham with 
David Saltzman Architects and for Rinet 
Co. in Boston with Dyer/Brown...Wise 
Construction is working on the Greenhill 
House renovation project at the Harvard 
Business School with Baker Design 
Associates... Vanasse Hangen Brustlin 
and its staff members recently contributed 
8,000 to the Watertown Food 


over 


Pantry. 


BSA President Brian Healy AIA and the 
BSA Board of Directors are privileged to 
inv 


¢ all our allies in the building indus- 
nd beyond to consider Corporate 
Affiliate membership in the BSA; for 
details, write/call Penny Mitchell at 
pmitchell@architects.orgl617-951- 
1433x228 or visit www.architects.org/ 
membership. 
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New AIA Members 


R. Jeffrey Dearing AIA 

Dewing & Schmid Architects 
Michael J. Dembowski AIA 

Chan Krieger & Associates 
Steven G. Dube AIA 

Rothman Partners Architects 
Daniel M. Hewett AIA 

Dyet/Brown & Associates 
Lan-Ying Ip AIA 

Kyu Sung Woo Architect 
Ernest Randy Jarvis AIA 

E. Randy Jarvis Architects 
Shan Ko AIA 

Ellenzweig Associates 
Allen M. Lieb AIA 

The Office of Allen M. Lieb 
Andrew J. Reck AIA 

Oak Hill Architects 
Jose L. San Miguel AIA 

San Miguel Project Management 
Lillian M. Smith AIA 

Autodesk 
Ann Sussman AIA 

Ann Sussman, Architect 
Theresa L. Swartzel AIA 

Krueger Associates 
Ann M. Walters AIA 

Dewing & Schmid Architects 
Peter A. Worden AIA 

Boston Scientific 


* Western Massachusetts AIA Chapter 


The BSA 
Brian Healy AIA, President 
George Metager AIA, Vice-President 
James Dunn, CPA, Assoc, AIA, Treasurer 
Deborah Fennick AIA, Secretary 


Richard Fitzgerald, Editor 
Katie Nesse, Production Manager 


Andrew Baldwin, Production Assistant 


BSA staff, services, and programs 
617-951-1433 * 800 662-1235 


(to skip the message, select an extension) 


221 Architects referrals services 

221 Events/meetings/services/ programs 
221 Documents and publications 

221 Credit Union 

232 Build Boston 

227 ArchitectureBoston 

301 Advertising/sponsorship opportunities 
232 Partering/management service 
304 Accounts-receivable service 

234 Classified and other listing services 
227 ChapterLetter advertising, inserts 
228 Membership/dues/continuing ed 
235 Accounting ... 


229 Mark Ruckman 

240 Pamela de Oliveira-Smith 
222 Katie N 
221 Kevin Neary 

228 Penny Mitchell 
234 Kate Gilbert Miller 
236 Li Lei 

225 Alexandra Lee 

227 Nancy Jenner 

235 John Hoyt 

232 Richard Firzgerald 
242 Andrew Baldwin 


se 


Staff e-mail: firstinitiallastname@architects.org 


Advanced to AIA 


A. Olandt AIA 
DiMella Shaffer 


E 


Returning AIA 


Members 


Richard A. Cece 

RAC Designs 
William Fitzpatrick AIA 

Rothman Partners Architects 
David T. Nagahiro AIA 

CBT/Childs Bertman Tseckares 
“Bernard M. Schenkelberg AIA 

Bernard Schenkelberg Architect 
Kimberly J. Smith AIA 

William Wilson Associated Architects 
Sean T. Stewart AIA 

Harvard Real Estate Services 
Glenn P. Vana AIA 

Cannon Design 


New to Boston 


Salvatore J. Canciello AIA 
Sasaki Associates 


Leaving Boston 


Robert A. Cala AIA 
(to Florida) 


The BSA ChapterLetter 


The BSA ChapterLetter is published month: 
ly by the Boston Society of Architects, 52 
Broad Street, Boston 02109-4301. The 
ChapterLerter is a service provided by AIA 
members in Massachusetts to the profession, 
the public, and everyone else with a sense 
of humor or an interest in 21st-century 
America. For subscription information, 
write/call pmitchell@architects.org/617-951 


‘BRIA 


Letters to the editor, suggestions, criticism, 
encouragement, and manifestations of the 
light touch are welcome. Material intended 
for publication must reach the BSA by noon 
on the deadline dates listed on page | 


For complete submission specifications and 
deadlines, visit wuw.architects.org 
publications (click on ‘ChapterLetter’) 
Appropriate submissions are edited and 
published as space, temperament, and preju 
dices permit 


The BSA is a non-profit, membership ser 
vice organization and has been an advocate 
of architectural excellence and public aware 
ness of architecture since 1867. Membership 
in the BSA is open to every breathing soul 
on the planet 


www.architects.org 


New Associate AIA 
Members 


Maria L. Barral, Associate AIA 
Miller Dyer Spears 

John Bunzick, Associate AIA 
The Jones Payne Group 

Wen-Hung Chen, Associate AIA 
Horizons Design 

Victor Gane, Associate AIA 
MIT graduate 

Greg Heiges, Associate AIA 
BAC graduate 

Aaron Malnarick, Associate AIA 
MIT graduate 

Ryan J. McDermott, Associate AIA 
Carter :: Burgess 


Maia C. Brindley Nilsson, Associate AIA 


Boston Architectural Center 

Jeremy L. Oberc, Associate AIA 
Einhorn Yaffee Prescott 

Prataap Patrose, Associate AIA 
Boston Redevelopment Authority 

Brendan A. Powers, Associate AIA 
Washington University graduate 

Snezana Radic, Associate AIA 

ki Associates 

Christine Scott, Associate AIA 
Goody Clancy 

S. Aaron Udy, Associate AIA 
University of Idaho graduate 

Onal E Vilbrun, Associate AIA 
Maguire Group 

Aaron Willette, Associate AIA 
WIT graduate 


Returning Associate 
AIA Members 


Gerardo Flores Amasula, 
Assoc. AIA 
Savoie Architecture 

Adam N. Mueller, Assoc. AIA 
Kinoo 


New Professional 
Affiliates 


Lawrence J. Braman 
City of Boston Department of 
Neighborhood Development 
Shauna Gillies-Smith, RLA 
ground-urban landscapes 
Nathan Kellish 
Waddell & Reed 
Henry P. Lesburt 
Gemini Electric 
David MacDonald 
Woodard & Curran 
Ronald S. Mastrogiacomo, PE 
Metcalf & Eddy 
Patrick J. McCarthy 
Creative Materials 
Phil Morse 
Kerry Robert Tull 
Nobis Engineering 


New Student Affiliates 


BAC 
Scott Dzik 
Jonathan David McGuire 


BSA | Jul/Aug 2004 27 


Imminent BSA 
deadlines 


Summer 
Vorkshop Series 
deadlines are 


noted ¢ 


2004 BSA design 
awards program 
and juried exhibit 
deadlines are 


noted on p. 6. 


ChapterLetter 
deadlines are 


listed on p. 1 


For details on 
any of these 
deadlines, visit 
www.architects. 
org (click on 

‘News and 
Events” then 
Deadlines”) 
or call/write 617. 
951-1433x221, 
bsa@architects 
org 


Monday 


+S 


All meetings are held in 
The Architects Building 
52 Broad St., Boston 
unless otherwise noted 


12 


Noon 
“Indoor Air Quality Cre 
(see p. 3) 


8:00 am 

AIA Contract Document 
software workshop (see 
p. 3) 


Degas is 170 


Washington DC is 202 


Tuesday 


Wednesday 


BSA committee/network meetings and other events provide 
all architects — members and non-members — with 
Massachusetts continuing-education credits required for 
licensure; AIA members also receive AIA Learning Units. 


All members and non-members are welcome at all BSA 
meetings and other events. 


8:00 am 
Air barriers workshop (see 
p. 3) 


Kafka is 97 
13 


8:30 am 
Legislative Affairs Cte (see 
pp. 10 & 11) 


8:00 am 
Residential Design Cre(see 
p- 5) 


9:30 am 

Educational Facilities Cte 
(Flansburgh Assoc., 77 No. 
Washington St., Boston) 


Neil Armstrong's moonwalk is 35 


21 


The National Organization for 
Women (NOW) is 40 


iP 


Noon 
*Membership Cre 


Chagall is 117 
4 


8:00 am 

Cte on the Environment 
6:30 pm 

AllPlan Users Group 


(Bereznicki Assoc., 
9 Wendell St., Cambridge) 


a 


8:30 am 
Codes and Access Cres 
(joint meeting; see p. 5) 


5:15 pm 
Healthcare Facilities Cte 


NASA is 46 
Duchamp is 117 


Thursday 


8:00 am 
ArchitectureBoston Editorial 
Board 


10:30 am 

BSA Executive Cte 
Noon 

*BSA Board of Directors 
Zipcodes are 41 


Sert is 102 


8:00 am 
Human Resources Cre 


Noon 
*Office Management 
Wizards (see p. 14) 


6:00 pm 
“Conversations on 
Architecture” (see p. 3) 


5 


8:00 am 
Task Force to End 
Homelessness 


Noon 

*Small Firms Cte 

6:00 pm 

Young Architects Party (see 
pp. 2 & 4) 


Inigo Jones is 431 
Rembrandt is 398 


8:00 am 
Alien Architects 
Roundtable 


6:00 pm 
DataCAD Boston Users 


Group/DBUG (for venue, 
email eshu@world.std.com) 


Edward Hopper is 122 


Friday 


* Lunch Meetings! 


RSVP by 9:30 am 

on the day of the meeting 
to reserve lunch: 
617-951-1433x221 / 
800-662-1235x221 / 


bsa@architects.org 

8 
8:00 am 
Construction 
Administration Roundtable 
(see p. 5) 

16 

10:00 am 


Watercolor workshop with 
Frank Costantino (through 
7/18; see p. 5) 


B 


8:00 am 

“The Firefighter and the 
Architect” codes workshop 
(see p. 3) 


Find your way online 


You can search for your next committee meeting, the latest 
news, and Fame on the BSA’s award-winning website: 


www.architects.org 


August. . . As the calendar above suggests, it is quiet time at the BSA in August and all BSA members and friends are at the beach observing these birthdays: 
the U.S. Census, the Atomic Energy Commission and MTV (214, 58 and 23, respectively, on Aug 1), VEnfant (turns 250 on August 2), the Federal Income 
Tax, Statue of Liberty, Neil Armstrong and “American Bandstand” (156, 130, 73 and 47, respectively, on August 5), Andy Warhol (76 on August 6), the 
U.S. War Department, the U.S. Court of Appeals reversal of the ban on Joyce’s Ulysses and the Gulf of Tonkin Resolution (215, 70 and 40, respectively, 
on August 7), Charles Bulfinch (241 on August 8), the Social Security Act (69 on August 14), Woodstock (35 on August 15), Belluschi (105 on August 18), 
the discovery of gold in California (156 on August 19), Eliel and Eero Saarinen (130 and 93, respectively, on August 20), the 19th Amendment (women’s 
right to vore; 84 on August 20), Ray Bradbury (84 on August 22), the National Park Service (88 on August 25), Caesar’s invasion of Britain (2,049 on 
August 26), Goethe (255 on August 28), John Locke (372 on August 29), and chop suey was invented in New York City on August 29, 1896...and on August 
31, 1887 Edison invented the “kinetoscope” (the movies). Off to the beach. ww 


Construction reform is nigh 


In early 2003, 30 years after the landmark construc- 
tion reforms that emerged from the Ward 
Commission, representatives of Associated General 
Contractors of Massachusetts (AGC), the Associated 
Subcontractors of Massachusetts (ASM), and the 
BSA began to meet jointly to discuss ideas for 
improving the public-bidding process in the 
Massachusetts building industry. This collaboration 
of contractors, subcontractors, and design profes- 
sionals was a direct response to general dissatisfaction 
in the industry and among public-agency officials 
with the way in which public construction had been 
managed the past decade or more. 


Later in 2003, the State Legislature created a new 
Special Commission on Public Construction Reform 
“to investigate, study and make legislative recom- 
mendations on the adequacy and efficiency of laws 
and regulations governing public construction proj- 
ects,” an effort that grew in large part from the sig- 
nificant groundwork laid by AGC, ASM, and the 
BSA. The new commission began work in December 
2003 under the leadership of Sen. Diane Wilkerson, 
Rep. Martin Walsh, and Massport co-chair Chris 
Gordon. Russ Feldman ALA, managing principal of 
TBA Architects and co-chair of the AIA 
Massachusetts/BSA Legislative Affairs Committee, 
served on the 19-member commission (a role in 
which Feldman invested almost a day a week for the 
past six months in an extraordinary commitment to 
our profession and the communities we serve). 


On May 4 of this year, during Design Professionals 
Day on Beacon Hill (see story on p. 10), the 
Commission held its last meeting at the State House 
with all members of the Commission agreeing to 
support the entire package of reforms. At a press 
conference in the State House on May 17, legislative 
leaders and Governor Romney's representatives 
endorsed the Commission's proposals in full and, as 
the ChapterLetter goes to press in mid-June, legisla- 
tive leaders are confident that the construction- 
reform bill as proposed will be voted into law. 


The reform legislation includes these provisions: 


& it would require the State’s Division of Capital 
Asset Management and Maintenance (DCAMM) to 
certify subcontractors as well as contractors begin- 
ning next year; 


& it requires public agencies and municipalities to 
hire a project manager for projects costing $1.5 mil- 
lion or more; 


& it requires pre-qualifications of general contractors 
and subcontractors on projects costing $10 million 
or more; 


& it permits the construction-management-at-risk 
(CMR) project-delivery method to be used on build- 


ing projects costing $5 million or more; 
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& it permits the design/build project-delivery meth- 
od to be used for horizontal construction projects 
costing $5 million or more; 


& it codifies participation goals for minority- and 
women-owned businesses on state construction proj- 
ects and state-assisted projects; 


® it increases certain thresholds for public bidding 
laws; 


& it eliminates peer-review requirements and applies 
uniform designer-selection processes at the munici- 
pal level; and, 


& the legislation would remove an exemption for 
two building authorities responsible for construction 
at the University of Massachusetts and other public 
colleges, a provision that many believe will make it 
more expensive to build on state campuses, but 
would cut overall costs and improve the state’s public 
buildings significantly. 


As with all legislation, this landmark effort is a result 
of compromises among players in the building 
industry, legislators, and others but we believe that 
there is no question that the Massachusetts building 
industry has taken an enormously significant step 
forward to reform public construction in our state. 


Credit for this effort goes to many BSA members 
beginning a decade ago with then Legislative Affairs 
Committee chair Michael Hicks AIA whose passion 
for and commitment to reform inspired our profes- 
sion in the 1990s and led directly to the work of 
Feldman and others currently active in the 
Legislative Affairs Committee and in public con- 
struction in general. In this current effort, Feldman’s 
role on the commission was significantly enriched by 
the work of our Legislative advisors, former state 
senator George Bachrach and Paul Pezzella. 


We believe this kind of effort by the architecture 
profession in Massachusetts is directly related to the 
investment of time and intellectual energy that so 
many architects throughout the state bring to public- 
policy efforts characterized by Design Professionals 
Day on Beacon Hill and by the monthly meetings at 
the BSA with our state senators and representatives 
and their aides. We urge all BSA members and allies 
to consider investing some time in these efforts and 
joining our Legislative Affairs Committee from time 
to time at our breakfast meetings at 8:30 am at the 
BSA on the second Tuesday of every month (except 
August). 


George Metzger AIA, Co-Chair 
Legislative Affairs Committee 
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Russ Feldman AlA 


For more 
information... 


..on the work of the 
Reform Commission, 
the Legislative 
Affairs Committee 

or related issues, 
write Alexandra 

Lee at the BSA 
(alee@architects.org). 


George Metzger AIA 


